PREFACE 


Wren it becomes necessary TO replace parts.cn. SUZUKI MOTORCYCLES, 
always use SUZUKI GENUINE PARTS which nave passed. a strict inspection 
that guarantees quality end performance. . 
- This parts catalogue covers the [lst of al] service parts for SUZUKI 


A, INSTRUCTIONS FOR QUOTING THE CATALOGUE 


“1. COMPOSITION OF THE PART NUMBER 
1-1. REGULAR PARTS 


QO00O0 - BO0C0 - O00 


~ TC colors or Fabrics Number 
Basic, Number. ie 
Basic. Model Number. re 


Modal fication Number 
Type Number 
1-2, STANDARD PARTS 


Numbers of all stendarc parts begin with 0 except beginning with 09 or 000. 


SPECIAL STANDARD PARTS 


Special stendard parts are parts which are simitar to standard parts but 
ditter in some respect. All specia! stangard paris: numbers’ begin with 09. 


except 099. 
09000-Q0000 


\tem Number 
Type numoer Size Number 
“PARTS ASSEMBLIES 


The eignt aigit of numbers of parts assemblies is always 8, 


oe 800 ; 
Block Number | ee fication Number 


Basic Model Number ttem Number 
SPECIAL ‘TOOLS 


Part Numbers begin witn 095, 


! 09.9.00-0 e 
Type Number— Modification Numoer 
Basic Made! Number ttom Number 


MISCELLANEOUS. 


Part numbers begin’ witn 99000. 
99000-0 


“Todi tication Number 


Type Number. {tem Number 


DIMENSIONS 


Dimensions of the parts. in this catalogue are Indicated in unit 
millimeters. 


ABBREVIATIONS 
Abbreviations used In this catalogue are as follows: 
3: AS required L : Length 
Assembly NT = Number of ‘teeth 
: Frame Number »: Optional 
Diameter of material : Over size 
Inside diameter : Standara 
3 Outside diameter : Thickness 
LH : Left hand side 7 Width 
“RH : Right hand side 
oF .NO.12345.: Up to F.No. RES~12345 


F.No.12345%°: From F.No. .  RES-12345 


Figures tn the remarks column show the dimensions of parts as follows: 


12 x 34 x 5.6 
We 
to 00 Tlor ®, L) 


+ INNER PARTS OF ASSEMBLY 


Parts number that have a period (+) mark betore the parts name 
wilt be indicated the inner part in relation to the assembly. 


5. MODIFICATION NOTICE 


A parts bulletin will be sent to you on all occasions 
when changes in parts occur, including Interchangeable 
noditications between new parts and old ones. 


6. ON ISSUE TO NEW SPARE PARTS CATALOGUE 


Once each “year new ports catatogues will be sssued, containing, 
of course, all prior modifications. 
Upon receipt of each new issue the ola catalogue should be destroyed. 


GENERATOR. ... MUFFLER. . 
HANDLEBR.CONTR: 8° OILCOOLER 
HEADLAMPIRESM} “2 OIL TANK, . 
HEADLAMP(RESAI coe OPTIONAL 
HDLMP, HOUSINGIRESM). : 5 
KICK STARTER . 0-9 PRESSURE RGLTR, 
LH HANOLE SWITCH ., \- RADIATOR . 
MASTER CYLINOE! 4 RAD. BUMPER . 
METERING PUMP .. RAD. SUB TANK. 


STARTER CLUTCH . COMB, METERIAESM) . E-6 
STARTING MOTOR 

STEERING STEM, . 

TRANSMISSION . COOLING FAN . FRONT FENDER 
TRANSMISSION C: .5 | COUNTERWT. CO’ FRNT. ERK, DAMPER 
TROCHOID PUMP , 5 ELECTRICAL ...... FRONT HUB . 

TURN SIG, LAMPIR “5 ENGINE MOUNTING, . 8-2. FUEL COCK 

TURN SIG, LAMPIRESA), ENGINE RH COV"R. = 3-3. TUEL TANK .. : 
WATER PUMP 9 | ENGINE LH COVER .. GEAR SHIFTING .... 


AIR CLEANER ,, REAR COMB. LMP.{RESA). 
* REAR COMB. LMP,{RESM). 
REAR FENDERIRESM) . . & 
REAR FENDERIRESM) . 


FRAME COVER . 
FRNT. BRK, HOSE 


“7. COLOR CHART” 


- Toe os Sis cae OE Ss 


| COLOR No. COLOR NAME MANSEL COLOR No. 


BLACK (SEAT) 


SILVER METALLIC (TAPE) 


FLAKE ORANGE 


FLAKE MIDNIGHT BLUE 


NOTE THAT THE DRAWINGS ON THE ILLUSTRATION PAGE ARE FOR READY 
REFERENCE OF SPARE PARTS NUMBER, NOT TO BE USED AS AN ASSEMBLY MANUAL. 
WHEN ASSEMBLING, USE, "SUZUKI SERVICE MANUAL". 


STARTER CLUTCH 
STARTING MOTO! 
STEERING STEM, 
TRANSMISSION . 
TRANSMISSION CASE . 
TROCHOSD PUMP... ., 
TURN SIG, LAMPIRESM}, 
TURN SiG. LAMPIRESA). 
WATER PUMP ......~ 


REAR COMB, LMP.(RESA). F-8 
REAR COMB, LMP.RESM). F- 
REAR FENOER(RESM) ., 1. 
REAR FENOERIRESM) .., I 
REAR HUB....,. 2-5. ‘4 
REAR SWINGING ARM 
RH HANDLE SWITCH. 


AIR CLEANER . 
AIR LET 
BATTER 
BRAKE PDL FOOTRST, 
CALIPER 

CARBURETOR... 


Res52! 


Sdananaas id 


OOr 
boi 


: . ! .4 i 
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120 | «787 «827 +866 . 
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MILLIMETER —> INCH CONVERSION CHART 


Te Bhi 6 


ca een GREER ea 


4 


+039 * 079° HIB Ye .157 1 «197 | +236 +276 


906 | .984 1.024 


1.226 1.260 1.378 ie 1.417 


2. 559 2.598 


+ - 
2.795 | 2.835 2.913 4 


| 2.953} 2.992 
een an anna aaa dati isha 
3.189 te 3,228 | 3.268) 5. 207 | 3 346 | 3.386 | -3.425 


3.543 3.583 3.622 i 3.661 3. 701 i 3.749 


coms. METEAIRESW)- te 6. FRAME... 
coms. METERIRESA) £8 
CONTACT BREAKER. . E-« 


COOLING FAN ..... 
VER. B. 


ENGINE RH COVER . 
ENGINE LH COVER 


GEAR SHIFTING «| D- 


3.780 


Contents are sudject to change without notice or ob] Igation. 
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G-z.. GENERATOR. E4 MUFFLER. 
FRAME COV! 10 HANDLEBA.-C! H-8 OILCOOLER 
FRNT, BAK. HOSE . HEADLAMPIRESM) F-2. OIL TANK, 
FRONT FENDEA .. HERAOLAMPIRESAl F.4° OPTIONAL 
FANT. FRK. DAMPE! HOLMP. HOUSING F.3| OPTIONAL 
FRONT HUB . KICK STARTER ., 9. PRESSURE 
FUEL COCK LM HANDLE SWITC! H-10 RADIATOR .. 
FUEL TANK. MASTER CYLINDER , -4 AAD. BUMPER 5 
METERING PUMP... 0... 2 RAD. SUB TANK...C-' 


23 millimeters equal 0.906 inch 


Hee co santa ne 


i 

AIR CLEANER 11) REAR COMB, LMP.IRESA}, F-8... STARTER CLUTCH .... 0-2 | COMB, METERIRESM). £6 tee Ge GENERATOR... . 7. G4 MUFFLER, . 2. a 47 
AIR INLET. -BY REAR COMB. LMP.IRESM). F-7 ~ STARTING MOTOR . COMB. METERIRESA). €-8 © FRAME COVER . 5 HANDLEBR..CONT! 8 OIL COOLER 9 
BATTERY ‘S REAR FENDERIRESM} . STEERING STEM. CONTACT BREAKER. , E-4 FANT. BRK. HOS! HEADLAMPIRESM) OIL TANK. 

BRAKE PO! -¢ REAR FENDERIRESM) | | TRANSMISSION . COOLING FAN .. 8 . FRONT FENDER r HEAOLAMPIRESAL F.4 - OPTIONAI 

CALIPER, hi 9 . TRANSMISSION CASE . . COUNTERWT, COVER , FRNT. FRK, DAMPER . H- HDLMP, HOUSINGIRESM). 3 OPTIONAL 

CARBURETOR , /8 EAR SWINGING ARM TROCHOIO PUMP .. ELECTRICAL ... FRONT HUB . ; KICK STARTER .. 9 PRESSURE Ri 

CHN, CSE.-SHO! -6 : RH HANDLE SWITCH TURN SIG, LAMPIRE! ENGINE MOUNTIN FUEL cock 5 LH HANDLE suit! 10 RADIATOR 


CLUTCH z SEAT... f TURN SIG, LAMP{RESAI, F-6 "ENGINE RH COVER . 5 FUEL TANK . 5 MASTER CYLINOER | RAD. BUMPER 
CLUTCH RELEASE .D» STAND E WATER PUMP co ENGINE LH COVER .. GEAR SHIFTING a METERING PUMP , ©3 “RAD, SUB TAN! 


FIG.1: ENGINE MOUNTING - 
Ref.No. Part No. Description Remarks 


09100-10093 BOLT 


09180-10002 SPACER, RH ‘ 1:30.4 


09180-10039 .. SPACER, -LH 10.2%20%22 
08322-11108 WASHER 
09159-10011 NUT : from 09159-10001 
* 99100-10034 ‘BOLT 
08322-11108 WASHER 
09159-10011 ‘NUT : from 09159-10001 
09247-14001 PLUG, water drain 
09168-14004“) GASKET 
09363-06006 UNION, air bleather from 17755-31000 
“09360-06003 UNION BOLT 
* 09168-06004 GASKET 
09343-05123 HOSE 5.5x9.5x400 
09400-10301 CLAMP 
“? 11191+37000 PLATE, engine connecting 
01112-06168 BOLT 


(08321~21065 LOCK WASHER 


AIR CLEANER vee Be CONTACT BREAKER 
AIR INLET , + BS COGLING FAN, 
BATTERY |, f COUNTERWEIGHT CO’ 
BRAKE PEDAI ELECTRICAL ....,. 
CALIPER E ENGINE MOUNTING 
CARBURETOR . & ENGINE RH COVER 

} CHAIN CASE-SMOCK ABSORBER I. ; ENGINE LH COVER 

i CLUTCH. ....,2. ae E » FRAME 

| CLUTCH RELEASE... FRAME COVER 

» COMBINATION METER a FRONT BRAKE Hi 

i .COMBINATION METERIRESA), , E- FRONT FENDER .. 


FRONT FORK DAMPER 
FRONT HUB 

FUEL COCK 

FUEL TANK . 

GEAH SHIFTING , 
GENERATOR ' 
HANDLEBARCONTROL CABLE , . 
HEADLAMP (RESM) . 
HEADLAMP {RESA) 
HEADLAMP HOUSING 
KICK STARTER: 


3 


LH HANDLE SWITCH. : . . H- RADIATOR SUB TANK .... . Ce STARTING MOTOR 

MASTER CYLINRER REAR COMB. LAMP IRESA} A STEERING STEM . 
METERING PUM? REAR COMB. LAMP IRESMt} <i TRANSMISSION =, 
MUFFLER... . REAR FENDER (RESM). . I TRANSMISSION CA 

OIL COOLER . REAR FENDER (AESM) . |. I TROCHOID PUMP, . . 

Ott TANK. .. . Ge REAR HUS if TURN SIGNAL, LAMP {RE5M) 
OPTIONAL. : De REAR SWINGING ARM ; TURN SIGNAL LAMP (RESA) 
OPTIONAL | - AH HANDLE SWITCH ¥ WATER PUMP. . 
PRESSURE REGI 
RADIATOR... 
RADIATOR BUMPER, ,.. 


Seaek 
bonsan 
Vaan 


an 
3s 


PLOsraanan 


SEAT . ‘WHEEL ., 
STAND 2 WIRING HAI 
STARTER CLUTCH , 


ZpoOVeeToOR 
oobie 


oe 
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zee 


FIG.2 ENGINE RH COVER 


Ref.No. Part No. Description Q'ty Remarks 


M_A 
1° 11311-37002° MAIN .CASE | from 11311-37001 
2, §1487-37000 GASKET, main case 2 ie 
3. 09206-13001 PIN (22 
4 © 09106-06014 . BOLT an 6x80 
5 09106-06008 BOLT 33 6x45 
& 09106-06005 aOLT ; (2 12 6x30 
7. 09164-06006 WASHER 16 16 
8 11340-37001 COVER, clutch to 
9°". 68235-3700! EMBLEM 5 “4 
10. 11482-37002 «GASKET, clutch cover AeA from | 1482-37001 
Ib. 09206-13001 PIN 22 
12 09106-06018 BOLT 33 6x15 
13 09106-06012 BOLT 2.2 6x65 
14 09106-06010 BOLT 33 6x55 
15 09106~06008 BOLT 44 6x45 
16 09106-06003 BOLT 22 6x25 
17 09164-06006. WASHER 1414 
18 . 09128-06004 PLUG, oi! level V4 
19. 09168-0600! GASKET V4 
20. 09259-19002 PLUG, ofl filler V4 
21. 09247-14007 PLUG, of! drain 4 from 09247-14010 


22 0916814004 GASKET 1 ot 


23 09289-10001 OIL SEAL : Io 
24° 02121-04087 SCREW 22 
25-| 34850-66021 GAUGE, water temperature 1 o- 


25-2 34850-65011 GAUGE, water. temperature - 1 B3 


; we ete tne 1446 16 (3 1314 14 


AIR CLEANER 


STARTER CLUTCH . 


17 REAR COMB, LMPIRESA), 


Bt FB 2 COMB. METERIRESM). & = 
BIRUINCET. . 87 REAR COMB. LMP.[RESM)}. F.7 STARTING MOTOR 2 COMB. METERIRESA). £8 FRAME COVER o ‘3 SIUcootE ca BANG HAANS. B3 
BRALE ED £5 REAR FENDERIRESM) ..1-7 | STEERING STEM. .3 CONTACT BREAKER, | E-4 . FRNT. BRK. HO! <3. HEADLAMPIRESM) e OILTANK cr i . 
CALIPER. . fe Rene RPE OMY 12> TRANSMISSION .5 COOLING FAN ..... CB FRONT FENDER .,..H-5 HEADLAMPIRESA} ”. F-4 OPTIONAL 
CARBURETO! B& REAR SWINGING ARM 9° TRANSMISSION CASE 5 FRNT. FRK. DAMPER . H-2 HOLMP, HOUSINGIRESM)... F-3) OPTIONAL 
CHR eae orice Anais AR SWINGING ARM .115 TROCHOID PUMP... 5 FRONT HUB . HG KICK STARTER... , .8 PRESSURE 
cuuTcn’ Aa 0a BEA ANOLE SIITCN a5 2702 (STURN SIG; CAMPIRESML (Fs FUEL COCK G7 LH HANDLE switTcH :10 RADIATOR . 
CLUTCH RELEASE»: : 7§2 Warten Pome oon os FUEL TANK . GS. MASTER CYLINDER . -4 RAD. BUMPER 


ENGINE LH COVER ,.B4. GEAR SHIFTING , METERING PUMP . . 3 . RAD. SUB TANK...C- 


FIG.3 ENGINE LH COVER 


FIG.3 -ENGINE LH COVER 


Ref.No. Part No. Description | Remarks 


* 14384-37000 CAP, counterweight 
14488-37000 GASKET 

99106-06019 © BOLT 

09106-06007 - BOLT 

09164~06006 WASHER 

"24800-37810 OIL LEVEL GAUGE SET 
11351-37000 *. GASKET, generator cover 
09250-26001 PLUG ; 
11483-37000 <. GASKET, generator cover 
09206-13001 PIN 
09106-06020 BOLT 
09106-06019 BOLT 
09106-06009 BOLT 
09106-06006 BOLT 
09164-06006 WASHER 
11381-37001 CAP, generator inspection from 11381-37000 


02131-05087 SCREW 


REAR COMB. LMP.ARESA), F-€ = STARTER CLUTCH 
REAR COMB. LMP.[RESM), F-2 STARTING MOTO! 
REAR FENDERIRESM)} -.. I STEERING STEM, 
REAR FENDERIRESM) : TRANSMISSION , 
. TRANSMISSION C: 
-5  , TROCHOID PUMP , , 
CHN, CSE,-SHOCK ABSABA, +H TURN SIG, LAMP(RESM). 
CLUTCH ee eee. DH sete 5 TURN SIG. LAMPIRESA), 
CLUTCH RELEASE . D- . G- WATER PUMP: 


COMu, METERIRESMI , E- “as canna SORTER ——— 
COMB, METERIRESA) . £8 FRAME COVER - 10. HANDLEBR, CONTROL CBL.. GIL COOLER 22. 6.7 WANG. HARNS., F.3 
CONTACT BREAKER. .£-4 — FRNT. BAK, HOSE . , . J. HEADLAMPIRESM) . 2 OIL TANK, . | 
Seo ah cov ‘8 FRONT FENDER - -S  HEADLAMPIRESAT OPTIONAL : 

he i ea uior-8 - FRK. }2 HDLMP, tOUSING( OPTIONAL 

ELECTRICAL... 10 FRONT HUB... "6. KICK STALTER... . a ORTIONAL 

ENGINE MOUNTING.) 8:2 FUEL COCK [G7 UM HANOLE switcit Po. SESSURE RG 

ENGINE RH COVER ,.8-3. FUEL TANK. 


os c MASTER CYLINDER . oe be RAD, BUMPER: 
ENGINE LH COVER: 4° GEAR SHIFTING ..., D- METERING PUMP..,....- C- RAD. SUB TAN 


FOSoOrmO 
BOON 


on 


& 


F1G:4° TRANSMISSION CASE 


Ref.No, Part. » No. Description Remarks 


I~} 1321-37001 -. ©. TRANSMISSION CASE to 11321-37002 
wi th709263-16012 
09284-16002 


1-2 11321-37002 TRANSMISSION CASE 
2 11481-37001 GASKET 
3 09206-13001 PIN 
4 09106-06018 BOLT 
09106-06016 BOLT 
09106-06008 BOLT 
09164-06006 WASHER 
11361-37001 COVER, engine sprocket _ to 11361-37002 
11361-37002 COVER, engine sprocket 
04211-09129 PIN ~ : 
11387-3700! CAP, ctutch release adjusting 
68235-37001 EMBLEM 
0211-05127 SCREW 
09106-06012 BOLT 
09106-06011 BOLT 
09106-06010 . BOLT 
09106-06007 BOLT 
09164-06006 WASHER 
11511-37000 CASE, engine olf 
09280-44004 fe) RING 
09280-52003 O RING 
09247-14007 PLUG, drain trom 09247-14010 
09168-14004 GASKET 
09100-10099 BOLT, engine mounting 


09159-10011 . from 09159-10001 


08322-11108 WEF B5 


LH HANDLE SWITC! i STARTING MOTOR 
MASTER CYLINDE - 5 STEERING STEM , 
METERING PUM! E ‘5M FRANSAUSSION : 
MUFFLER. REAR FENDER (RESM), . TRANSMISSION CASE 
Ol, COOLER | REAR FENDER (RESM) : TROCHOID PUMP 
OIL TANK. REAR HUB see TUAN SIGNAL Lani 
OPTIONAL HEAR SWINGING aitit ; TURN SIGNAL LAM? (RESA} 
OPTIONAL RH HANOLE SWITCH F WATER PUMP 

PRESSURE ; WHE 
RADIATOR é 
RADIATOR BUMPER... | 


AIR CLEANER, CONTACT BREAKER 

AIR INLET COOLING FAN 

BATTERY COUNTERWEIGHT COVER 
ELECTRICAL... 


FRONT FORK DAMPER 
FRONT HUB 

FUEL COCK 

FUEL TANK 

GEAR SHIFTING 
GENERATOR ._.. 
HANDLEBAR-CONTR 
HEADLAMP (RESM) 
HEADLAMP IRESAL 
HEADLAMP HOUSIN 
KICK STARTER 


maak 
gee 


ENGINE MOUNTIN' 
CAHBURETOR 8 ENGINE RH COVER 
* CHAIN CASE-SHOCK ABSOASER, ENGINE LH COVER 
CUTCH 0. FRAME 
: FRAME COVER 
FRONT BRAKE WI 
FRONT FENDER: 


Oo gon 
Cpruus 


3 
Orraoo 


S55eu00 


o 
Orr rreoagss 


§ DGbG Shoe GAR 
prorrazore 
PrdedenGan 


EL’.... 
WIRING HARN 


w 


mo 


FIG.5 =» COUNTERWEIGHT COVER 


Ref.No. Part’ No. Description Q'ty * Remarks 
M 


l $1330-37000 COVER, counterweight tot 


2. 11485-37000. GASKET old 
7 3 09206-13001 PIN 2.2 
a 4 09106-06013. BOLT V1) 6x75 

5 09106-06010 "BOLT 22 6x55 
S 6 - 09106-06005 ‘BOLT 99 6x30 
y - 7, 09164-06006 - WASHER 1212 

8 12751-37000 INDICATOR, timing V4 

9+ 09135-06009 BOLT 14 6x50 


10 08322-21068 WASHER tot 


mu 12758-37000 CAP, timing inspection tod 


18 
i 12 12759-37000 GASKET . ott 


ye 13 01511-06128 BOLT : 2532 
: 14 12521-37001 PLATE, oll guide ot from 12521-37000 
15 02121~05108 SCREW 44 


16 09343~07020 HOSE tot 


7 09401-10401 CLIP 22 


18 09283-60001 OL SEAL 14 


RES 


1 
i) 
t 


Alf CLEANER Bit F.g STARTER CLUICH D2 COMB. METERIRESM). £-6° FRAME 2 GENERATOR £4 MUFFLER. 
a AIR INLET, 87 | MEAR COMB, LMP.{AESM). F.7 STARTING MOTO! £2 COMB. METERIRESA]. E83 FRAME COVER . 10 HANDLESR.CONTROL C Ha OIL COOLE! 
< BATTERY. £5 HEAR FENDERIRESM) ..1-7 STEERING STEM, 3) CONTACT BREAKER.» £4  FRNT, SRK, HOSE -3 HEAOLAMPIRESM) F2 OIL TANK. 
BRAKE PDL-FOOTRST.. G4 REARFENDERIRESM) | 11-8 TRANSMISSION . DS \OOLING FAN ...., -8 -FRONT FENDER , HEADLAMP(RESA) F-¢ OPTIONAL 

* REAR HUB .19 TRANSMISSION C; B85 LOUNTERWT, COVER, 8-6. FANT. FAK. OAM HOLMP. HOUSING( F.3 OPTIONAL .. 

? REAR SWINGING ARM 25 TROCHOID PUMP, , C5 €LECTRICAL . FRONT HUB . KICK STARTER .. Dg PRESSURE RG! 

RH HANOLF SWITCH . TURN SIG. LAMPIRE: FS ENGINE MOUNT FUEL COCK LH HANDLE SWITC! H-10 RADIATOR ,. 

Tse TURN SIG, LAMPIRESA, F-6 ENGINE RH COVER... 83° FUEL TANK . Gl MASTER CYLINDER . 1-4 RAD. BUMPER a 
WATER PUMP ,...... 9 « UNGINE LH COVER ..B4 GEAR SHIFTING .,., 3 . RAD. SUB TANK,..¢-1 


METERING PUMP.,,,.... 


FIG.6 AIR INLET 
F1G.6 .AIR INLET : 


§ Raf .No. Part No. Description ay Remarks : 
DN ee 
1" 13140237001 MANIFOLD, Intake Wi 
1 a a 2. “13122-37990 SPACER - 4 
& 3. 13121-37001 GASKET 12 
7 : 4° 01421-08258 ©: STUD BOLT ©-**. 44 
" 5 ° 08321-21088 LOCK WASHER 44 
. We 6 08312-11088» NUT 3 3 
"4 : 7 09159-08017. NUT ba 
Bs 8 09343-05057 HOSE, fuel cock boost tot 5x8.2x110 
: 8 9 . 09401-08401 CLIP : ae 
| 10, 09343-03009 «HOSE, vacuum switch Ls 3x5x200 
: If, 09401-04401 CLIP ZV. 
12 13112-37990 CAP, vacuum switch union aed | E 
13 = 13125-37002 GASKET, carburetor 12 from 13125-3700! 
14” 13129-37000 SPACER, carburetor - 1 
= 15-1, 01411-08258 STUD BOLT 2- 
15-2. 01411-08358 STUD BOLT - 4 : 
16. 01411-08308 STUD BOLT 1/2 
17 08321-21088 LOCK WASHER 33 
18 © (08312-11088 NUT 33 
é 19 13871-37000 CONNECTOR, air inlet hose V 1 


20 13879-37000 GASKET tot 


21 01411-06608 STUD BOLT 2.2 


22 01411-06258 STUD BOLT | 


23 08321-21068 LOCK WASHER 33 
@ : , 24 08313-11067 NUT é a) 
25 08322-21068 WASHER 3.3 
RES 6S 
‘i RES 
ain tte teseavnes 9-13 REAR COMB. LMP.(RESA). €.8 . STARTER CLUTCH... 0-2 | COMB. METERIRESM?. E-G = FRAME ~G2 MUFFLER, . Hw? 
AIR INLET, + 8-7 | REAR COMB. LMP.IRESM). F.27 | STARTING MOTOR . E2 | COMB. METERIAESA}. €-8 FRAME COVER + G10 OIL COOLER 7 WANG, HARNS. F.9 
peed £5 | REAR FENDER(RESM) 7 STEERING STEM. 3 CONTACT BREAKER. ES  FRNT. BRK. HOSE 43 HEADLAMPIRESM) ., OlL TANK B : are 
SAAKE vO G4. AEAR FENDERIRESME B. TRANSMISSION . 5 GOOLING FAN . FRONT FENDER ....4:5 HEADLAMPIRESA) OPTIONAL 12 
LIPER, . }2. REAR HUB...... 9 TRANSMISSION C; 5 - COUNTERWT. CO 6 FANT, FRK, DAMPEA .H.2) HOLMP, HOUSING( OPTIONAL 13 
REAR SWINGING -5  TROCHOIDPUMP.,,...C5 ELECTRICAL ....,. 10 FRONT HUB ., .H6 - KICK STARTER ..., PRESSURE AGLTR.C. 
RH HANDLE SWITCH .9 TURN SIG. LAMPIRESM). F-5 ENGINE MOUNTING. .@2 FUEL COCK +G7 LH HANDLE SWITCH RADIATOR ...., 
: SEAT .. TURN SIG. LAMP(RESAI. F.6 ENGINE AN COVER... 8-3 FUEL TANK . .GS | MASTER CYLINDER . RAD, BUMPER 
A STANO WATERFUMP ..,.,..09 GEAR SHIFTII .0.7 | METERING PUMP . RAD, SUB TANK 


ENGINE LH COVER .. 84 


CARBURETOR 


Ref.No, Part | No. 
13200-37013 - 
5 13200-37990 
1. 13236-37010 
2° 09493-80004 
3 13492-37010 
: 4° 09493-28005, 
5. 09492-70002 
“6, 13294-28010 
7 09492-45011 
2 13392-16800 
9-1 13370-37010 
9-2 $3370-37011 
: 10-1 | 13376-37010 
XJ 10-2 13376-37012 
11. 13295-37010 
12 13683-37010 
13. 13270-37010 
14° 02111-04127 
: 15 08321-21048 
16» 09491-36004 
17=} 09491-90004 
“17-2 - 09491-87002 
18. 13277-37010 
19 13269-37010 
20 13268-99011 
RES 
AIINLET. SILL TIL B11 REAR COMB. LMEIRESAD. £8 STARTER CLUTGH .---DZ COME METERIRESA! £8 FRAME COVER |... 
BATTERY E5 REAR FENOERIRESM) ., 1-7 STEERING STEM. He CONTACT BREAKER. £4 FANT. BRK. HOS! 
: CALIPER. Oe REAR ID INEM) 1 TRANSMISSION C Oe eee GT NCOUER 86 RUT. FAK. DAMPER | 
GHN. cst BOA OO PUN accu! Ee ENGINE MOUNTING | | 8-2 Fuec cocK 
Oa STAND” eS Gimp MTIRESA): CS ENGINE LH COVER Gear SHIFTING ‘1 


Set 


FIG.7 © CARBURETOR 


Se 


Description 


CARBURETOR ASSY 
CARBURETOR ASSY 


“FILTER, alr Intet 


“JET, main alr bleed.” 


“CHECK VALVE ASSY, acceleration | | 


sJET, secondary pilot air 


sJET, secondary pilot 


*O RING, primary pilot. jet bof 


“JET, primary pilot 
“GASKET, valve seat 


“VALVE ASSY, needle 


“VALVE ASSY, needle - 


"FILTER, valve seat 


“FILTER, valve seat 


Q'ty Remarks 

M_A 

lo- _ from 13200-37010 

= 4 

{ou from 44322-31050 
22 #80-A 

bot #140 

Poy #70 

1oiw #45 


‘O RING, unloader diaphragm Hyrvs 


“HOSE, enrichment 
/secondary throttle 


“BODY ASSY, pilat screw 


*SCREW 


*LOCK WASHER 


*JET, secondary main 


“JET, primary main 


“JET, primary main 


“GASKET, pilot screw body 


*NEEOLE, pilot screw 


“SPRING, pllot screw 


GENERATOR... ..- 2. 
; HANDLEGR.CONTROL CBL. 
HEADLAMPIRESM) 
*HEADLAMPIRESAL , - 
HOLMP, HOUSING(RESM}. 
KICK STARTER .... 
LH HANDLE SWITCH 
MASTER CYLINDER 
METERING PUMP . 


2 

md 
2 2 
252 
{oa 
1 ~ 
ed 
ob 
.«) 4: 
It 

“MUFFLER, Cz 


OtL COOLE! 
ONL TANK. 
OPTIONAL 
OPTIONAL .. 
PRESSURE AG! 
RADIATOR .. 
RAD. BUMPER 
RAD. SUB TANK 


©? WANG. HAANS. F-9 
Gs 


#200, to 13570-37011 


#120 


3x7%75 


#180 
#90 
487.5 


BS 


WHEEL. . Hw? 


F1G.7 CARBURETOR 
“FIG.7. CARBURETOR 


Ref.No. Part -No. .. Description Remarks 


21 : 13251-37010 “GASKET, float chamber cap 

22 02111-05227 “SCREW 

23 08321-21058 “LOCK .WASHER 

24 13510-37011 «DIAPHRAGM ASSY, secondary “from 13510-37010 

“throttle |. 

25 02141-05127. “SCREW 

26 08321-21058 *LOCK WASHER 

27 13254-65710. -PIN, float 

28 13252-37010 *FLOAT 

29 13274-37010 ° -WASHER, valve seat 

30 13273-37010 *NUT, valve seat 1 

3) 13465-37014 “CAP, enrichment diaphragm if 

32. 13419-31210 “GASKET, secondary main jet plug! 

33 13247-37010 “PLUG, secondary main Jet i 

34 13493-37010 “NEEDLE, acceleration pump I 
nozzle 

35 13664-18654 “PLUG, primary main jet 

36 13249-31210 “GASKET, primary main jat plug 

37 13450-37010 “DIAPHRAGM ASSY, unloader 

38 02112-05408 “SCREW 

39 08321-21058 *LOCK WASHER 

40 13494-37010 © <+SPRING, acceleration pump 

4\ 13491-37010 “DIAPHRAGM, acceleration pump 

42 09492-50009 “JET, vacuum 

43°. 09492-29001 “SET, primary pilot air 

44 13268-51010 “SPRING, throttle stop screw 


45 13267-37010 “SCREW, throttle stop 


8—e™ 


7-2- 
AIR CLEANER’ -11 REAR COMB, LMPARESAL, F.8 STARTER CLUTCH... , COMa, METER(RESM). E-6 a GENERATOR me 
REAR COMB. LMP.(RESM), F.7. STARTING MOTOR . COMB, METERIRESAL,E-8 FRAME CoveR |... .G. HANDLEBA.CONTROL CEL..H-B OIL COOLER 
REAR FENDERIRESM}, .. 1.7 STEERING STEM. . CONTACT BREAKER. . E- we HEADLAMPIRESM! : OMTANES oo 
REAR FENDER(RESM) |: 18 ~ TRANSMISSION | COOLING FAN .. ‘3 FRONT FENDER .. 14S . HEADLAMPIRESA) .. 1... F-4 OPTIONAL’ 
REAR HUB g TRANSMISSION CASE COUNTERWT. Ci FRNT. FAK, DAM p HOLMP. HOUSINGIA ‘ OPTIONAL 
ae REAA SWINGING ARM 5 TROCHOIO PUMP ELECTRICAL 3 FRONT HUB... . He KICK STARTER E PRESSURE 
A. RH HANOLE SWITCH, H9 TURN SIG, LAMPIRESM). F.5 ENGINE MOUNTING. .B-2 FUEL COCK . + G- LH HANDLE SWITCH 10 RADIATOR 
3 SEAT. G9 TURN SIG. LAMPIRESA), F-6 ENGINE RH COVER, FUEL TANK... }8 | MASTER CYLINDER .. 1. RAD. BUMPER 
STAND". G.3_ WATER PUMP =c ENGINE LH COVER, . GEAR SHIFTING ..., D- METERING PUMP........C-3 RAO. SUB TANK 


AnANBoOIMG 
Baavagann 


AIR CLEANER, 
AIR INLET, , 


FIG.7 CARBURETOR 


POPaX% inne 


REAR COME. LMP.IRESA) , 
REAR COMB. LMP.IRESM). 
REAR FENDERIRESM) 
REAR FENDERIRESM? 


REAR SWINGING ARM 
RH HANDLE swiTci 


STARTER CLUTCH .... 
STARTING MOTOR 


PPORDOIMO 
Ceanngann 


TROCHOID PUMP , 
TURN SIG, LAMP(RE 
TURN SIG, LAMPIRESA}. 


COMB. METER(RESM) . EF 
COMB. METERIRESAI. EA 
CONTACT BREAKER. . 
COOLING FAN . 


- FIG.7 . CARBURETOR 


Ref.No. Part No, Description © ‘ Qty Remarks 


46 13688-37010 <CAP, side cover ian ee 


47 13499-37010 *BOOT, acceleration pump rod Hy 


48 04111-10088 “COTTER PIN rt from 13428-37010 

49. | 13460-37010 “DIAPHRAGM ASSY, enrichment ee 

50 02111-04258 + SCREW ; & 3 

51. 08321-21048 “LOCK WASHER 35 

$2 13553-37010 LEVER, primary throttle A ro 

53 13607-37010 “NUT, throttie shaft yen. " 

54. . 13606-37010 “WASHER, A kt 

55 13659-37010 “WASHER, 8 . ted 

56 13580-37010 +LEVER, choke I 

57» 13608-37030 +NUT to 

58° 08321~21068 +LOCK WASHER ; SE from 13559-37010 

59 13467-31010 ‘GASKET, enrichment 1 

60 13496-37013 WASHER, acceleration check 5 | ‘i 
valve 

6) “UNION BOLT ro 

62 -COVER, acceleration pump to 

63 09491~35002 JET, secondary main poi #175 OPT 


13280-37810 CARBURETOR REPAIRING KIT tot 


FRAME... .....,.G2  GENERATOR......,.... MUFFLER..... G2 WHEEL..... H7 
FRAME COVER 10 HANDLEBR..CONTAOL CBL..H.8 OIL COOLES 7 WRNG. HARNS. F.9 
FANT, BRK, HOSE HEADLAMPIRESM) . > OIL TANK 
FRONT FENDER . HEADLAMPIRESAI . fl OPTIONAL 


€4 
COUNTERWT. COVER Be + FANT, FRK, DAMP! 2... HDLMP, HOUSINGIR 3 OPTIONAL 
“10 


ELECTRICAL .. 

ENGINE MOUNTING . , 
ENGINE RH COVER. . 8-3 
ENGINE LH COVER .. 8-4 


FRONT HUB ., - KICK STARTER ... . PRESSURE RGLTR.C-6 
FUEL COCK: , 3 1-10 RADIATOR , WW 
FUEL TANK ..,, S MASTER CYLINDER . RAD, BUMPER . 
GEAR SHIFTING . z METERING PUMP. . Cc RAD. SUB TANK, 


FIG.8- AIR CLEANER = me ; ; 
18.8. pane : FIG.8 AIR CLEANER oa ea 


ae “e : : : Ref.No. Part No. Description : . 7 gy Remarks : 
—eooeoooaooooooeeeooaeemeoooeeoeeeeeeeeaeeeES=Eooaoaa=a=EEeeeEeeeeeeeeeEeeeeeS 
1". 13880-37000 “HOSE, carburetor air Inlet roe eg 
2°, 09402-60306. CLAMP 2.2 
3 13700-37011. CLEANER ASSY, air ine oe Wel from 13700-37010" : 
4°" 13780-37010. «FILTER ASSY - tt ee « 
13781-37010 + ELEMENT a “ho 


5 
6° 13704-37010 “COVER : 1: ; id 


7 13743-37010. «GASKET oe toi 

8 02111-05207 SCREW” 4a ; 
9. 08321~21058 “LOCK WASHER 44 

10° 01112-06128 BOLT . 22 es 
HL. 08321-21068 LOCK WASHER 22: 

12 +. 08322-21068 WASHER ; 22°" . in 


13° 01112-06208 BOLT Vol 
14° 09160-06027 WASHER Po. 6.5x20x1.2 
15° 09320-08007 CUSHION ar i 
16 09180-07005. SPACER ob Wg 


RES 


‘Atk CLEANER 41 REAR COMB, LMP.ARESA) , STARTER CLUTCH ..., 


COMB, METERIRESM}, E-6 F GENERATOR MUFFLER 
AIR INLET, 2 REAR COMB. LMP.(RESM). STARTING MOTOR 8 


COMB. METERIRESA) . FRAME COVER WANDLEBA.CONTAOL CBL., H-8 © OIL COOLER 
CONTACT. BREAKER FRNT, BAK. HO! HEADLAMPIRESM) . . . +2 OIL TANK, . 
COOLING FAN ... | FRONT FENDER . HEADLAMPIRESA) . . ‘ OPTIONAL . 
COUNTERNT, COVER . FANT. FRK, DAMPER x OLMP. HOUSINGIRESM) : OPTIONAL . 
ELECTRICAL .... FRONT. HUB ., ; KICK STARTER... . OF 

ENGINE MOUNTING '2,. FUEL COCK LH HANOLE SwiTc! 310 RADIATOR . 
ENGINE AH COVER ‘ FUEL TANK... » MASTER CYLINDER I RAO, BUMPE! 
ENGINE LH COVER GEAR SHIFTING E METERING PUMP. . ‘ RAD, SUB TANK 


REAR FENDERIRESM 2 STEERING STEM. 
REAR FENDERIBESM) . TRANSMISSION 
. as REAR HUa E TRANSMISSION 
CARBURETOR, ... REAR SWINGING ARAM c TROCHOID PUMP Cc 
CHN. CSE,~SHOCK ABSRAR. RH HANDLE SWITCH \9 TURN SIG, LAMP(RESM), F.! 
. » PCLUTCH .... 0... 3 SEAT... f TURN SIG. LAMP(RESA). F- 


SSaTHRENG 


CLUTCH RELEASE STAND . «G3 © WATER PUMP 


TOMB. METER(RESM) . E+ tee Ge GENERATOR : 7c EEL. WT 
COMB, METERIAESA) - FRAME COVER . HANOLEGR.CONTROL CBL.. H- NG. HAANS. F-9 
CONTAC! BREAKER. . E FRNT. BRK. HOSE . HEADLAMP{RESM) ... 7" " 
COOLING FAN .. “f FRONT FENDER . HEADLAMPIRESA) . . 

COUNTERWT. COVE FRNT. FAK. DAMPER , HDLMP, HOUSINGIRE! 

-f ELECTRICAL ... e' FRONT HUB . KICK STARTER . . ‘ 

e ENGINE MOUNTIN' . FUEL COCK . LH HANOLC SWITCH D RADIATOR . 

“6 ENGINE RH COVER. .8-3 FUEL TANK .. : MASTER CYLINDER . .4 RAD. BUMPER 

.9.. ENGINE LH COVER .. 8-4 GEAR SHIFTING . METERING PUMP. . “3 RAD, SUB TANK, 


AIR CLEANER 1) REAR COMB, LMP.(RESA}. F.8 STARTER CLUTCH 

AIR INLET. 6.2.0, 7 REAR COMB. LMP.(RESM}. STARTING MOTOR 
BATTERY... ..... “5 / REAR FENDER(RESM) STEERING STEM. 

BRAKE PDL-FOOTAST. . REAR FENDERIRESM}) TRANSMISSIO! 
CALIPER... .. REAR HUB .. -9 TRANSMISSION CASE . . 
CARBURETOR . REAR SWINGIN! “6. TROCHOIDPUMP ..... 
CHN, CSE,-SHOC. RH HANDLE SWITCH... TURN SIG, LAMPIRESM). 
CLUTCH ..., \ [2G.9 | TURN SIG, LAMPIRESA), 
CLUTCH RELEA: E : 1 1.G-3. WATER PUMP .... 


ozro 


onnOD 


FIG.9 MUFFLER 


Ref.No.- Part © No. Description -: : Remarks 


14111-37002 MANIFOLD, exhaust from 14111-37001 
14141-37010 GASKET, exhaust manifold 

01421-08308 STUD BOLT 

08322-11088 WASHER 

08321-21088 -. LOCK WASHER 

08312-11088 NUT 

14301-37000 MUFFLER ASSY, RH to 14301-3700 
14301-37001 MUFFLER ASSY, RH F.No. 11901% 
14610-37001 “BUFFLE PIPE 

14302-37000 MUFFLER ASSY, LH to 14302-3700 
14302-37001 MUFFLER ASSY, LH F.Ho, 1190t~ 
14610-37001 “BUFFLE PIPE 

14195-37000 COVER; air inlet to 14195-3700 
14195-37001 COVER, air inlet 

14199-37000 GRILLE, air inlet 

09180-04007 SPACER , 4. 5x8x4 
09125-04106 SCREW 

14141-37010 GASKET, exhaust pipe 

14182-31000 CLAMP, exhaust pipe 

01421-08308 STUD BOLT 

08321-21088 LOCK’ WASHER 

08312-11088 NUT 

14416-37000 PLATE, muffter bracket 

14781-37000 COVER, _RH 

14791~37000 COVER, LH 


02112-08068 SCREW 


AIR CLEANER ........, 8-11 REAR COMB. LMPIRESA). F.8 STARTER CLUTCH . 2 COMB. METERIRESM). £6 FRAME. ... 1 GH GENERATOR . “4 MUFFLER 

AIR INLET... .B7 REAR COMBE. LMP.IRESM), Fe STARTING MOTO! + COMB, METERIRESA).E-8 FRAME COVER - HANDLEBR,-CONTRO! 5 

REAR FENDERIRESM) STEERING STEM, 3 CONTACT BREAKER. .E-4 FANT. BAK. HOSE ; HEADLAMP(RESM} . . : 

REAR FENDERIRESM) TRANSMISSION COOLING FAN . FAONT FENDER . HEADLAMP(RESA) OPTIONAL . 

REAR HUB . _ TRANSMISSION C. COUNTERWT. CO’ FANT, FRK. DAMP HOLMP, HOUSING OPTIONAL . 

REAR SWINGI TROCHOID PUMP ELECTRICAL . FRONT HUI KICK STARTER . PRESSURE fi 

RH HANDLE SWITCH -9 TURAN SIG, LAMPI “S| ENGINE MOUNTING. . 8.2. FUEL COCK 5 LH HANDLE SWI 10 RADIATOR . : 

SEAT......... .9. TURN SIG, LAMPIRESA}. F-6- | ENGINE AH COVER ..8.3 ° FUFI TANK . MASTER CYLINDER . 4 RAD, BUMPER .,,.1- 

STANO 2 WATER PUMP |, , 9 | ENGINE LH COVER . GEAR SHIFTING . METERING PUMP , 3 RAO. SUB TANK,. 
— 


FIG.10. METERING PUMP 


Ref.No. Part No. - Description : Remarks 


16100-37013 . METERING PUMP. ASSY "trom 16100-37012 
16710-37011 CHECK VALVE 

09363-0200! UNION, oll hose 

09360-06003 UNION BOLT, check valve 


09168-06004 GASKET 

16731-03100 GASKET, metering pump 

02111-05207 SCREW 

02112-05308 SCREW 

08321-21058 LOCK WASHER 

16331-37000 SHAFT, pump driven 

08211-08181 WASHER 

16293-37000 HOLDER, cable adjuster 

02111-05127 SCREW 

08321-21058 LOCK WASHER 

09419-08025 BOLT 

08312-11088 NUT 

16292-03110 TERMINAL, cable 

M4t 1-37000° COVER, metering pump 

01131-05358 BOLT 

02111-05357 SCREW 

09343-05114 HOSE, No.l 5.3x10.5x1100 
09343-02013 HOSE, No.2 2x5x520 
09401-10401 CLIP 


09401-0440) CLIP 


AIR CLEANER . - 8-11 REAR COMB. LMP,{RESA) , STARTER CLUTCH ..... 0- COMB. METERIRESM!. E-6 . Gi GENERATOR .€4 MUFFLER, » C2 WHEEL..... 47 
AIA INLET. -7 REAR COMB, LMP.(RESM). STARTING MOTOR -2 COMB, METERIRESA). E. FRAME COVER | ; HANDLEBR.CONTAOL CBL..H-8 OIL COOLER... C-7 WANG. HAANS. F-2 
BATTERY | «€5  AEAR FENDERIRESM) .. 1.2 STEERING STEM. ..... CONTACT SREAKE FRNT. BRK. HOS! HEADLAMPIRESM) , OIL TANK. 
BRAKE PDL.FOOTAST. REAR FENDERIRESM) |. 1.8 © TRANSMISSION . COOLING FAN .. FRONT FENDER HEADLAMPIRESA) OPTIONAL 
.9 TRANSMISSION C. COUNTERWT, COV: FRNT. FRK. DAM HDLMP, HOUSING! OPTIONAL 3 
TROCHOID PUMP 5 ELECTRICAL ‘10 FRONT HUB ...... 2H. KICK STARTER ., 9 PRESSURE RGLTR.C-6 
TURN SIG, LAMP{RESMI. F-5 ENGINE MOUNTING . FUEL COCK 1G. LH HANDLE SWITCH -10 RADIATOR ,. 1 
LUTCH ceeces 76.9 . TURN SIG. LAMPIRES: -6 ENGINE AN COVER..83 FUEL TANK. : MASTER CYLINDER RAD. BUMPER 
CLUTCH RELEASE .D- : 1 G.3 WATER PUMP , -9 | ENGINE LH COVER ..B-4 9 GEAR SHIFTIN! . O- METERING PUMP . RAD. SUZ TAN 


FIG.10.. METERING PUMP 


Ref.No. Part No. Description - i Remarks 


09403-09302." CLAMP 
09360-06003 UNION BOLT 
09168-06003 GASKET 

16710-35010 ° CHECK VALVE 
09343-02015 HOSE, chain oj ter 
09364-02001. JOINT 

27630-37000 ‘HOSE, drive chain ol | 
09309-05007 :.. GROMMET 

09408-00001 CLIP 

09404-06402 CLAMP 

09360-06007 BOLT 

09168-05003 GASKET 


AIR CLEANER 

AIR UINLE’ 

BATTERY S ‘5 REAR FENDERIRESM) 
BRAKE POL.FOOTRST. . 4 REAR FENQERIRESM) 
CALIPER. 

CARBURE 


STARTER CLUTCH 2 COMB. METERIRESM) . E- ; GENERATOR... EL Ww? 
STARTING MOTOR .2 COMB. METERIRESA} . Es 5 HANDLEBR..CONT 5. WANG. HARNS, F.9 
‘STEERING STEM. TH3 CONTACT BREAKER. .E-4 FRNT. BAK, HOSE... [- HEAOLAMPIRESM) . z 8 ‘ ; 
TRANSMISSION ‘i COOLING FAN FRONT FENDER . HEADLAMPIRESA) .. “4 OPTIONAL . 

TRANSMISSION C. COUNTERNWT. Ci ERNT. FAK, OAM HOLMP. HOUSING ’ OPTIONAL . 

TROCHOID PUMP . ELECTRICAL . FRONT HUB KICK STARTER . PRESSURE Ai 

TURN SIG, LAMPIR “§ ENGINE MOUNTING... 8.2. FUEL COCK 5 LH HANOLE Swit RADIATOR . 

TUAN SIG. LAMPIRESA), ENGINE RH COVER ..B-3) FUEL TANK MASTER CYLINDER «14 RAD, BUMPER . 

WATER PUMP .......0-9. ENGINE LH COVER .. GEAR SHIFTING .. METERING PUMP + C3 RAD. SUB TANK 


Beasdz 


CHN, CSE.-SHOC 
CLUTCH .. 
CLUTCH RELEASE . 


oor 
bos 


-FIG.11  TROCHOTD PUMP 


Ref.No.. Part. No. Description. 
16410-37030 ROTOR SET, trochoid puny 
09261-01002. | PIN 
16420-3700! CASE, trochold pump 
16481-3700! GASKET, pump case 
09280-71001 O RING =. 
04211-09129 Pik 
09106-06021 BOLT 
09106-06015 BOLT " 
09106-06003 BOLT 
09164-06006 WASHER 
12713-37000 GEAR, timing driven “ NT: 40 
09160-12006 WASHER 12. 5x26x1.6 
08321-31128 NUT 
02312-34128 NUT 
09420-3001 KEY 
09180-1525 SPACER 15.2x34x10 
09282-15002 OIL SEAL 
16321-37000 GEAR, metering pump drive NT:10 
26421-37000 SHAFT, tachometer drive NT: 20/8 


26431-37000 GEAR, tachometer driven NT38 


’ 


26441-37000 HOUSING, driven gear 
26444-37000 GASKET, housing 
02412-05168 SCPEW 

08321-21068 WASHER 

26443-37000 CAP, housing 
26445-37000 GASKET 


02111-03087 SCREW 


AIR CLEANER REAR come. LMPARESAL ; -+. D2 COMB, METERIRESM). E-6 "7 
tee | UMPRESM): F-? 5S’ 2 COMB, METERIRESA).£-8 FRAME COVER . ; #. : § 
REAR FENOER(RESM) . STEERING STEM.,.,.,H-3 CONTACT BREAKER, .E-4 FANT. BRK. HOS! HEADCAMPIRESM) bea pg WANG. MARNE. 0-8 
REAR FENDERIRESM) TRANSMISSION ..,...0-5 COOLING FAN C8 FRONT FENDER 2 HEADLAMPIRESA) | + 
TRANSMISSION CASE , | . : FRNT. FRK. DAMPER | H. HOLMP, HOUSINGIRESM, 3 OPTIONAL 5 
TROCHOID PUMP , , ELECTRICAL ......F FRONT HUB , KICK STARTER PRESSURE RGLTA. 
RM HANDLE SWITCH -9 TURN SIG. LAMPIAE! ENGINE MOUNTING FUEL COCK ‘TC r 


rss HHA 
SEAT... TURN SIG, LAMP(RESA , F- ENGINE AH COVER ,, 8-3 . FUEL TANK . MisTeN CYLINDER . fab BUMPE 


WATER PUMP ENGINE LH COVER .,B4 GEAR SHIFTING 2 Ov METERING PUMP . RAO, SUB TAN 


GENERATOR 4” MUFFLER . 


FIG.12 PRESSURE REGULATOR 


Ref.No, Part “No. Description Remarks 


16440-37001 REGULATOR ASSY, pressure 


16442-37001 + PLUNGER, CONTROL 


09440-12010 “SPRING (A) 


09440-12012 “SPRING (B) 


08331-21169 *CIRCLIP 


09362-16003 “UNION, of | pipe 


16483-37000 “GASKET, cap 


08321~21068 “LOCK WASHER 


01112-06168 “BOLT 


09168~ {4007 “GASKET 


16482-37000 GASKET, regulator 


09106-06007. BOLT 


09164-06006 WASHER 


16510-37010 FILTER, of} 


16520-37011 STRAINER, oi! 


09440-27005 SPRING 


09280-22001 © RING 


09247-30001 PLUG 


09280-32003 Q RING 


37820-37010 SWITCH, OIL PRESSURE 


AIR CLEANER , 
AIR INLET, ,. 
BATTERY. 
BRAKE PDI 
CALIPER 


REAR COMB. LMP.(RESAL 
REAR COMB. LMP.{RESM) 
REAR FENDER IRE . 


STARTER CLUTCH 
STARTING MOTO! 
STEERING STEM. 
TRANSMISSION . 
TRANSMISSION C. 


GENERATO! 
HANOLEBR.CONTROL CBL. 
HEADLAMPIRESM) 
MEAOLAMPIRESAD 

HDLMP, HOUSINGII 


MUFFLE : E H7 
OL COOLER . HARNS, F-9 
OIL TANK. * 
OPTIONAL 

OPTIONAL 


COMB, METERIRESA) . E- 
CONTACT BREAKE! 
COOLING FAN . 


RAME COVER - 
FRNT. BRK. HOSE 


4  FRNT. FRK, OAM 


CARBUR 


CLUTCH rs 
CLUTCH RELEASE 


CHN. CSE,~SHOCK ABSABA, 6 


REAR SWING! 
RH HANOLE SWITCH - 
EAT 


TROCHOID PUMP 
TURN SIG, LAMP(R ESM}, F- 
TURN SIG, LAMPII 
WATER PUMP ., 


GHAR AGH 


ELECTRICAL .. - 
ENGINE MOUNTING, , 
ENGINE RH COVER . 

ENGINE LH COVER .. 


[3 
Cc 
COUNTERWT, CO! 8 
F. 
8. 


a. 
B4 


FRONT Hus... . 
FUEL COCK 
FUEL TANK . 
GEAR SHIFTIN' 


a 
4 
8 FRONT FENDER 
1 
2 
3 


KICK STAATER . . 
LH HANDLE SWITCH 
MASTER CYLINDER 
METERING PUMP . 


PRESSURE AGLTR.C- 
RADIATOR .. 
RAD. BUMPER 
RAO. SUB TAN 


: : 
GIL COOLER FIG.13- OIL COOLER 


* Ref.No.: Part’. No. Description R Remarks 


1-t, 16600-37010 COOLER ASSY, OIL . tte 16600~37011 
with Ref.No. [4vl7, 

1-2 16600-37014 COOLER ASSY, OIL 

01511-06128 BOLT 

08321-21068 . LOCK WASHER 

08322-11068 WASHER 

08311-11068 NUT 

01511-08658 BOLT 

16611-37000 CUSHION 

09180-08050 _. . SPACER : 8.6x13.8x9 

16621-37000 SPACER 

09160-08006 WASHER . 8.5x29x2 

16622-37000 PROTECTOR, of! cooler 

16460-37011 PIPE, cooltng of | No.1 

16470-37011 PIPE, cooling oll No.2 

16460-37012 HOSE, cooling of! No.! 

16470-37012 HOSE, cooling oi! No.2 

09168-14007 GASKET 

09360-14001 UNION BOLT 


: RES 


AIR CLEANER .... 4... 0. B11 REARCOMB.LMPARESA), F-8 STARTER CLUTCH ....0-2 COMB. METERIRESM). E.G > G: GENERATOR 7 E-4 MUFFLER..... C2 WHEEL... 
Alf INLET. 7: REAR COMB. LMP.(RESM), F.? STARTING MOTOR DE2 COMB. METEAIRESA).E-8 | FRAME COVER . HANOLEBR.CONTROL CI Olt COOKE WRNG. HARNS. 
BATTERY ‘5 REAR FENDERIRESM) .. 1.7. STEERING STEM, . CONTACT BREAKER. 4 FRNT. BRK. HOS! HEADLAMPIRESM) OIL TANK. 
GAAKE PO! +4 REAR FENDER(RESM TRANSMISSION . . . COOLING FAN ... FRONT FENDER OPTIONAL 
CALIPER, Sathana TRANSMISSION CASE COUNTEAWT, COVER. B-6 FANT. FAK, DAM 5 . 3° OPTIONAL 
CARBURE 8 5  TROCHOID PUMP. . 5 ELECTRICAL , ++ F-10. FRONT HUB .,.... 2H. KICK STARTER . 9 

CHN. CSE,~SHOCK ABSRBR. 1-6 .9 TURN SIG. LAMPIRESM?. ENGINE MOUNTING..82 FUEL COCK 26. LH HANDLE SWITCH RADIATOR .. 
CLUTCH... 5 ey ‘9 TURN SIG. LAMPIRESAL. ENGINE RH COVER FUEL TANK... : MASTER CYLINDER RAD. BUMPER 
CLUTCH RELEASE | a WATER PUMP -§ ENGINE LH COVER -4 GEAR SHIFTINI ~D-7 + METERING PUMP RAD, SUB TA 


RES 


AIR CLEANER 
AIR INLET, , . 
BATTERY 


BRAKE PDL-FOOTRST, 
ER 


CLUTCH RELEASE ; 


FIG.14.. COOLING FAN 


“the 


REAR COMB, LMP.{RE5A, 


REAR FENDERIRESM) 
REAR FENDERIRESM) 


STARTER CLUTCH 
STARTING MOTOR 
STEERING STEM. 
TRANSMISSION . 
TRANSMISSION CASE . . 


a 


COMB, METERIRESM| 
COMB, METERIAESAl 
CONTACT BREAKER 
COOLING FAN . 
COUNTERWT, COVE! 
ELECTRICAL .. 
ENGINE MOUNTIN: 
ENGINE RH COVER 
ENGINE LH COVER 


FIG.14 COOLING FAN 


Ref.No. Part . No. . Description ay Remarks 
1 47110-37010 FAN ASSY, cooling 4 
2°) 17111-37010... + FAN 14 
3 08321-21058 - LOCK WASHER ta 
4 08322-21058 “WASHER ri 
5 08311-11058 *NUT 1 
6 01112-06128 BOLT 22 
7. 08321-21068 LOCK WASHER 2.2 
8 .. 08322-11068 WASHER 22 
9 17151-37002 BRACKET, cooling fan motor !ot 
10 © 01112-06168 BOLT 33 
If 08321-21068 LOCK WASHER 33 
12. 08322-11068 WASHER 33 
13 17765-37002 SHROUD, cooling fan 1 
14. 19767-37002 CUSHION lt 
15 -17768-37000 PLATE 11 
16 02112-06168 SCREW 33 
17 08322-11068 WASHER 3°3 


FRAME... 

FRAME COV 

FANT. BRK. HOSE +3 
FRONT FENOER .... 4-5 
FRNT. FAK, DAMPER , H- 
FRONT Hua . 

FUEL COCK 

FUEL TANK 

GEAR SHIFTING 


GENERATOR. 
HANOLEBR..CO! 
HEADLAMPIRESM) . 
HEADLAMP(RESA) 
HOLMP. HOUSINGIRESM| 
KICK STARTER... 

tH HANDLE SWITC! 
MASTER CYLINDER . 
METERING PUMP 


OPTIONAL 
OPTIONAL 
PRESSURE 
RADIATOR 
RAD. DUMP, 
RAD. SUB TANK 


47 
9 


FIG. 1S WATER PUMP 


COMS, METERIRESM). E- 
COMB. METERIRESA). 
CONTACT BREAKER, 


STARTER CLUTCH . 
STARTING MOTOR 
STEERING STEM. ,., 


REAR COMB. LMP.{RESA} 
REAR COMB. LIMP (RESM! 
REAR FENDERIRESM) , . Ie 
GAAKE POL-FOOTRST. . REAR FENDERIRESM) 
TROCHOID PUMP , 
TURN SIG, LAMPIRESM 
TURN SIG. LAMPIRE 


REAR SWINGING AAI 


AH HANDLE SWITCH . ENGINE MOUNTING 


ENGINE RH COVER . . B- 
ENGINE LH COVER .. 


Ref.No. Part -.No. 


17419-37000 
17431-37001 


04211-09129 
09106-06022 
09106-06017 
09106-06003 
09164-06006 
17400-37810 
08110-62000 
09283-13001 
17466-37002 
08341-31039 
08331-31108 
17470-31010 
17491-37000 
02122-06128 
17522-37030 
17871-37003 
17872-37000 
02112-06208 
17686-37020 


17670-37020 


FRAME COVER . 
FRNT. BRK, HOS! 
FRONT FENDER 


FRONT HUB... 
FUEL COCK 


GENERATOR... 
HANDLEBR..CONT 
HEAOLAMPIRESM) 
HEADLAMPIRESA 
HOLMP, HOUSINGIRESM) 
KICK STAATER ... 

LH HANDLE SWITCH 
MASTER CYLINDER 
METERING PUMP. . 


v 


FIG.15 WATER PUMP 


Description 


CASE, water pump 
GASKET, case 

PIN 

BOLT 

BOLT 

BOLT 

WASHER 

WATER PUMP SHAFT SET 
BEARING 

OiL SEAL 

IMPELLER, water pump 
KEY 

CIRCLIP 

SEAL UNIT, water pump 
HOLDER, shatt bearing 
SCREW 

GEAR, water pump driven 
CONNECTOR 
GASKET 


SCREA 


THERMOSWITCH, cooling fan 


THERMOSTAT, water 


papre 
ecb wate 


FIG.16 RADIATOR SUB TANK oe 
FIG.16 ° RADIATOR SUB TANK 


Ref.No. Part No. Description. — Q'ty Remarks 


—___________—__—s 


1 17721-31000 TANK, radiator sub tet 


09363-06006 UNION, sub tank If from 17755-31000 a 


2 
3 09360-06003 UNION BOLT tod 


4 09168-06004 : GASKET 2 2 
5 09462-00051 BAND | 
6 09343-05086 «HOSE CI) ran 5.5x9,5x45 
7 09400-10301 CLAMP - 2.2 ' 
8 09343-05087 =. HOSE (2). it 
9. 09400-10301 CLAMP 2 2 
/ 
ne 
S 


Be ao Bk ag Ata | on C40, 


AIR CLEANER :1)° REAR COMB, LMP.(RESA}, F.8 STARTER CLUTCH .... D: FRAME. ... "2. GENERATOR... . 
AIR INLET, , REAR COMB. LMP.(RESM). F.7 STARTING MOTOR ,.., E-2. COMB. METERIRESA? FRAME COVER . HANDLEBR..CONTA' 
as 6 REAR FENDER(RESM) -,. 1.7. . STEERING STEM, CONTACT BREAKER FANT. BRK, HO! 3. HEADLAMPIRESM) : 
r TRANSMISSION . COOLING FAN . FRONT FENDER r HEADLAMPIRESA) “4 OPTIONAL . 
TRANSMISSION C. COUNTEAWT. Ci : ERK, 5 HOLMP, HOUSINGIAESM)... 3 OPTIONAL 
TROCHOID PUMP . 5 ELECTRICAL + F10° FRONT HUB ....... He KICK STARTER }9 PRESSURE RGLTR.C. 
TURN SIG. LAMPIRESM)F-5 . ENGINE MOUNTING - FUEL COCK. : LH HANDLE SWITCH . RADIATOR 


TURN SIG, LAMP(RESA). F-6 = ENGINE RH COVER 3 FUEL TANK : MASTER CYLINDER RAD. BUMPE! 
-c9. 


WATEA PUMP ,. ENGINE LH COVE : METERING PUMP “3 RAD. SUB TAN! 


FIG. 17. RADIATOR 


FIG.17.” RADIATOR 


Ref.No, Part No. Description 


17853-37020 HOSE, water Inlet 
09400-33401 CLAMP 
09400-40401 CLAMP 
17851-37022 HOSE, radiator Inlet 
09400-33401 CLAMP 
17852-37022 HOSE, radistor outlet 
09400-33401 °° CLAMP 
17856-37002 COVER, radiator hose clamp 
17700-37011 RADIATOR ASSY 
17751-37010 -PLUG 
17759-65010 “GASKET 
09111-08010 BOLT *- 
“01122-08258 BOLT, RH 
011224¢308 . BOLT, UH 
., 08321~21088 LOCK WASHER 
08311-14088 NUT 
09320-13005: .’ CUSHION : . 
09180-08050 SPACER Soe n 8.6x13.8x9 
09160-08006 WASHER a : " B.5x29x2 
17710-37010 PIPE ASSY, water Inlet 
17715-31010 TUBE, overt low an 
* 17780-31010 "CAP 
- 09329-01003 - CUSHION 


REAR COMB. LMP.IRESA). F-8. STARTER CLUTCH ....0.2 COMA, METERIRESM). ©-6 — FRAME ears GENERATOR “4 MUFFLER... 

REAR COMB, LMP.(RESM). F-7 | STARTING MOTOR . COMB. METERIRESAT. E-8 . FRAME COVER |... | OIL COOLER . 

REAR FENDERIRESM) 1-7 STEERING STEM CONTACT BREAKER. . E4 . FANT, BAK. HOS HEADLAMPIRESM OIL TANK, 

REAR FENDERIRESM: TRANSMISSION COOLING FAN .. ; FRONT FENDER . HEADLAMP(RESA) OPTIONAL E 

REAR HUB : .9 TRANSMISSION C: -5 COUNTERWT. COVER. FRNT, FAK. DAMPER | H. HOLMP. HOUSING ( -3° OPTIONAL p13 st 

REAR SWINGING ARM | _ 21.5  TROCHOIO PUMP 5 ELECTRICAL ...... FRONT HUB .”, 246. KICK STARTER -9_. PRESSURE RGLTR.C-6 
HAN FUEL COCK LH HANDLE SWITCH RADIATOR Leer 


AIR CLEANER .,. 
AIR INLET, 
BATTERY . 
BRAKE PD: 
CALIPER 


Crargmon 
DO’ paws 


Pu 


| : FUEL TANK . MASTCA CYLINDER RAD. BUMP: 
WATER PUMP .... : . GEAR SHIFTING : METERING PUMP . RAD. SUB TAN: 


MUFFLER..... C2 WHEEL..... H-7 


AIR CLEANER .... I) REAR COMB, LMPARESA). F-8 | STARTER CLUTCH . TOMB, METERIRESM), EG FRAME... .... y GENERATOR... . +00 
“8 FRAME COVER .. 10 HANOLEBR.CONTROL CAL OIL COOLER 7 WRNG. WARNS, F: 


AIRINLET. 6. REAR COMB. LMP.ARESM). f-7 STARTING MOTOR COMB. METERIRESA) . E 
BATTERY... 1... § REAR FENDERIRESM) ..1-7 STEERING STEM, CONTACT BREAKER, . E4 
BRAKE PDL-FOOTRST. 4 REAR FENDER(RESM) ;B TRANSMISSION . .. COOLING FAN ... 
CALIPER... .. .2 REAR HUB..... . 
CARBURETOR... ......88 REAR SWINGING ARM 
CHN. CSE,-SHOCK ASSRBA. 6 - AH HANDLE SWITCH 
CLUTCH - . ee es : . TURN SIG, LAMP(RESA! : ENGINE RH COVER 
CLUTCH RELEASE |. . 0. 4 WATER PUMP . ENGINE LH COVER 


FRNT. BAK, HOSE HEADLAMPIRESMI.,.. +. OtL TANK 
FRONT FENDER . c HEADLAMP(RESA) ...... OPTIONAL 
FRNT. FAK. DAMPER , HDLMP, HOUSINGIRESM OPTIONAL. 


a 

‘8 
TRANSMISSION CAS! 5 COUNTERWT, COVER , B-6 
_ FRONT HUB... Peat KICK STARTER... ... PRESSURE Ri 
3 


ae c 
<a B: 
es TROCHOID PUNP . . . ELECTRICAL ......F 
- TURN SIG. LAMP{RE! ENGINE MOUNTING B. FUEL COCK ... o LH HANDLE SWITCH .. RADIATOR 

. . FUEL TANK.... f MASTER CYLINDER RAD. BUMPE 


4 GEAR SHIFTING ... . D- METERING PUMP. . 3 RAD,SUB TANK 


FIG.18 STARTER CLUTCH : ; 
FIG.18 STARTER CLUTCH 


Ref.No. Part No. Description A : Yy Remarks 
eeu 


1 2tN11-37000.. | SPROCKET, primary drive it NT:23 
09421-0700! - KEY 1 


2 
3 12551-37000 GEAR, timing drive 


NT:20 
from: 12712-37000 
08341-31039 © KEY 


09140-24005 NUT 

09162-24001 CK WASHER 

21190-37020 CHAIN, primary drive 

21310-37020 TENSIONER, primary drive chain 

Ol t2-06508 BOLT 

08321-21068 LOCK WASHER 

08322-2 1068 WASHER, 

12614+37000 GEAR, starter idle NT:57/14 
09263~14005 BEARING 

(2612-37000 SHAFT, idle gear 

09280-12003 O RING 

02122-06168 SCREW 

08211-14221 © WASHER 

08335-11149 CIRCLIP 

12620-37002 GEAR, starter clutch : from 12620-37001 
12650-37022 ONE WAY CLUTCH ASSY, starter use with 09160-26005 
09160-58001 WASHER 58x66x1 


AIR CLEANER REAR COMB. LMP.(RESA}, 2 COMB. METERIRESM) FRAME... GENERATOR 
REAR COMB. LMPIRESM . i 8 FRAME Cov! HANOLEBR.. 
: Nt ESM). E 4 FRNT, BAK, HOSE . HEADLAMPIRESM) . 
BRAKE PDL-FOOTAST. ...G-4 REAR FENDERIRESM) [D5 COOLING FAN . -8 FRONT FENDER : HEADLAMPIRESAI 5 
CALIPER, TRANSMISSION CASE . . COUNTERWT, CI FANT. FRK. HDLMP, HOUSINGIA: 
TROCHOIG PUMP . , . ELECTRICAL . FRONT HUB KICK STARTER . 
AH HANDLE SWITCH 9 TURN SIG, LAMPIRE: ENGINE MOUN’ -2 FUEL COCK ; LH HANDLE swiT 
SEAT .. 9 TURN SIG, LAMP(RESA}. ENGINE AH COVER..B3 FUEL TANK : MASTER CYLINDER 
STAND | ‘ 3 WATER PUMP .§ ENGINE LH COVER GEAR SHIFTING METERING PUMP 


MUFFLER 
OtL COOL! 

OIL TANK... 
OPTIONAL . 
OPTIONAL . 
PRESSURE Ri 
RADIATOR . 
RAD. BUMPER 
RAD. SUB TAN 


ArroRnere 
ve Loebsnad 


FIG.39 © CLUTCH 


F1G.19 CLUTCH 


Ref.No. Part No. Description . aity ; Remarks 

1 21200-37000 SPROCKET, primary driven He | NT:38 

2 3 SPACER to 26x32x42 

3 091 1 $-26005 WASHER 2 2 26x56, 5x2 

4 09263-32005 BEARING 2.52 

5 "21411-37001 HUB, sleeve 11 

6 09140-24004 NUT 1 Fs 


7 09167-25007 WASHER tot 


8 23121-37001 PIECE, push tot 
9 21441-37001 PLATE, drive 8 8 from 21441-37000 
to 21451-34000 PLATE, driven 77 
it 09280-00004 ‘t RING 8 8 


12 21462-34000 DISK, pressure od 


13 09263-20002 —-BEARING 4 
: 14 09440-19007 SPRING 6 6 
15 O1N12-06168 BOLT 6 6 
16 09460-06020 WASHER 6 6 6.5x20x1.6 


RES -10, 


REAR COMB, LMP.{AESA}, F-8  STARTER CLUTCH COMB. METERIRESM). E-6 FRAME, . Ge. GENERATOR 4 MUFFLER 
REAR COMB. LMP.IRESM), F-7 STARTING MOTO! COMB, METERIRESA). E-8 FRAME Ci 5 HANDLEBAR, CONTROL CBL. 1 ow COOLER : 
R “5 REAR FENDERIRESM) . 1.7 STEERING STEM... "3 CONTACT BREAKER, . €-4 FANT. BAK. HOSE... I. HEAOLAMPIRESM) TTR-2 OILTANK.. 10: 
BRAKE POL-FOOTRST. ...- REAR FENDERIRESA) . - TRANSMISSION - .§ COOLING FAN .... FRONT FENDER . HEADLAMPIRESA) . - OPTIONA 
canauni wk + TRANSMISSION C, COUNTERWT. COVER . HOLMP. HOUSING! OPTIONAL 
ISURETOR . . TROCHOID PUMP | FLECTAICAL . iy . ‘ KICK STARTER . 5 PRESSURE 
. CSE, TURN SIG, LAMPL "5 y ENGINE MOUNTING. . FUEL COCK [G7 LH HANDLE SWITCH | -10 RADIATOR 
- ENGINE RH COVER .. FUEL TANK . . G: MASTER CYLINDER ~ RAD. BUMPER . 


“* ENGINE LH COVER .. B4 eee DY METERING PUMP , -3 RAD. SUB TANK, 


F1G.20 CLUTCH RELEASE 
FIG. 20 . CLUTCH RELEASE 


RefNo. Part No. Description ces Remarks 


23110-37000 ROD, push 

09285-08006 OIL SEAL 

23211-34001 BALL GUIDE, release outer 
23220-37000 ARM, release 

09134-08006 SCREW 

08312-31088 NUT 

09160-08032 WASHER 8.5x26x1.2 
23231-34001 BALL GUIDE, release inner 
02122-06258 SCREW 

23291-34000 GASKET, release ball guide 
23250-31001 BALL, release 


09443-08001 SPRING 


COMB. METERIRESM). £6 FRAME 5 GENERATOR ay MUFFLER . . 
COMB, METERIRESA) , E-8 FRAME COVER. HANDLEBR. CONTROL CBL.. Olt, COOLER 
CONTACT BREAKER, , E-4 FRNY, ORK, HOSE HEADLAMPIRESM) .. ,.... F-1 Ol, TANK 
COOLING FAN . c FRONT FENDER . HEADLAMPIRESA! OPTIONAL 
COUNTERWT, CO FANT. FAK, DAMP! HDLMP, MOUSINGIR OPTIONAL . 
ELECTRICAL . 5 FRONT HUB .. KICK STARTER , PRESSURE Ai 
ENGINE MOUNTING 3 FUEL COCK . . LH HANOLE SwiTCH -10' RADIATOR . 
ENGINE RH COVER , . 8- FUEL TANK. ‘ MASTER CYLINDER . HAD, BUMPER . 
ENGINE LH COVER ., GEAR SHIFTING . 5 METERING PUMP , “32 RAD, SUB TANK 
7 


REAR COMB. L¥P,.(RESA}. 
REAR COMB. UMP, (RESI4}, 
REAR FENDERIRESM) .. 6. 
REAR FENDERIA 
EAR HUB 
REAR SWINt 


F-8 STARTERCLUTCH. 
F.7 STARTING MOTOR . 
STEERING STEM, 
TRANSMISSION , 
TRANSMISSION C, 


7 

8 

3 

5  TROCHOID PUMP 
3 
3 
3 


TURN SIG, LAMPIRESM}. 
TURN SIG. LAMPIRESAL. 
WATER PUMP ....... 


CLUTCH 


OPBOBoOIMD 
COC HARONN 


4 

a 

1 

1 
CHN. CSE.~SHOCK ABSRBR. RH HANOLE SWITCH... . HY 
i : G: 

G. 


FIG.217 . TRANSMISSION 


FIG.21 TRANSMISSION 


Ref.No. Part. No. Description ty Remarks 


24120-37002 COUNTERSHAFT ASSY E to 24)20-37991 
with Ref.No. 15-2, 18-2. 
24120-37991 COUNTERSHAFT ASSY 
24121-37002 +COUNTERSHAFT NT:13 from 24421-27001 
24221-31000 “GEAR, 2nd drive NT319 
24221-37990 *GEAR, 2nd drive NT 18 
24231-31000 *GEAR, 3rd drive NT322 
24231-37000 “GEAR, 3rd drive NT:21 
24240-31000 “GEAR, 4th drive NT:24 to 24240-31001 
09167-28001 + WASHER 
08331-11289 *CIRCLIP 
24250-31000 “GEAR, 5th drive 
09262-30029 BEARING, RH 
09262-20009 BEARING, LH 
24741-37000 HOLDER, bearing 
02122-06128 SCREW 
24134-37000 ORI VESHAFT 
24310-37000 GEAR, Ist driven NT 337/23 
24320=3 100° GEAR, 2nd driven NT:33 
24320-37000 GEAR, 2nd driven NT:32 
09167-28001 WASHER 
08331-11289 CIRCLIP 
24330-31000 GEAR, 3rd driven 
24330-37000 GEAR, 3rd driven 
09467-28001 WASHER 
08331-11289 CIRCLIP 
24341-31000 GEAR, 4th driven NT:27 


24351-31000 GEAR, vin driven NT:24 


AIR CLEANER 5 REAR COMB, LMP.[AESA), F-: STARTER CLUTCH . . COMB. METERIHESM). E- GENERATOR... 2.2.20 MUFFLER. x EEL ry 
AIA INLET. REAR COMB, LMPIRESM}, F-7 STARTING MOTOR . 2 COMB. METERIRESAD FRAME COVER . ; HANDLEBR -CONTAOL ONL COOLE NG. HARNS. F 
BATTERY. . i REAR FENDERIRESM) ..1.7 STEERING STEM. CONTACT BREAKER. FANT. BAK. HOS! ; HEADLAMPIRESM) 2 OIL TANK. : : 
BRAKE POL-FOOTRST. ... REAR FENDER(RESM) .. 1.8 TRANSMISSION - COOLING FAN .. FRONT FENDER . HEADLAMPIRESAL . 4 OPTIONAL 
at .1129 - TRANSMISSION C .§  COUNTERWT. COVER.66 FANT. FAK. DAMPER , HOLMP. HOUSINGIRESM). OPTIONAL 
TROCHOID PUMP § ELECTRICAL . 7 FRONT HUB . +H KICK STARTER . . PRESSURE 


7 
3 


[Hg | TURN SiG, LAMPIRESM). ENGINE MOUNTIN' 5. FUEL COCK . LH HANOLE SWITC! -10 HADIATOR 
CLUTCH .. . DS Beare . G 5 Pi . ENGINE AH COVE! FUEL TANK . MASTER CYLINDER | RAD, BUMPER . 
CLUTCH RELEASE .D- < . G- oi ENGINE LH COVE GEAR SHIFTING ; METERING PUMP . “3 RAD. SUB TANK 


FIG.2] TRANSMISSION 


Ref.No.: Part . No. Description 7 ty Remarks 


08143-62040 — BEARING, RH m4 
24741-30100 HOLDER, bearing i 
02122-06128 SCREW 
02112-06128 SCREW 
24870-37000 PLATE, oi! reservoir 
02112-06128 SCREW 
09285-08003 OIL SEAL . 
08113-63054 | BEARING, LH from 08113-63050 
24751-31000 HOLDER, of! seal 
09263-32003 «OIL SEAL 
09280-63001 0 RING 
02122-06128 SCREW 
27511-37001 SPROCKET, engine NT:14, #630 
09180-25048. SPACER 25x32x12.7 
09140-24004 NUT 
09167-25007 WASHER 
09280-25001 «OO RING 
40-1 27600-37013 CHAIN ASSY, drive S62, #630 


to 27600-37021 
40-2 27600-3702! CHAIN ASSY, drive 96k, #630 


AIR CLEANER «8-11 REAR COMB, LMPIRESAL. €.8 STARTER CLUTCH 
AIR INCET. , 7 REAR COME. LMP.IRESMI, £:7 STARTING MOTOR 
. REAR FENDERIRESM) . . 1-7 
REAR FENDERIRESM) . 


COMB. METERIRESM}. E-6 GENERATOR MUFFLER . 


a 4 
COME. METERIRESA].E-B FRAME . HANOLESR,-CONTROL QIL COOLER , 


WHI ? 
- Fg 
CONTACT BREAKER. . 4 | FRNT, BAK. HOSE . HEADLAMPIRESM) . , “2° OILTANK,...1-G: 
COOLING FAN .....C8 FRONT FENDER -5 {HEADLAMPIRESA} . | OPTIONAL 
COUNTERWT. CO . FANT. FRK, HOLMP, HOUSING (RESM) OPTIONAL 
ELECTRICAL ,, S FRONT HUB KICK STARTER .. PRESSURE Ri 
ENGINE MOUNTING. - FUEL COCK 3S iH HANOLE SWITC! RADIATOR 
ENGINE RH COVER.. FUEL TANK -f MASTER CYLINDER . 4 RAO. BUMPE! 
ENGINE LH COVER .. GE4A SHIFTING D METERING PUMP ,., 2 RAD. SUB TANK, 


CHN, CSE.~SHOCK AgSABR. 7 
ctutcK . 2. -...G@9 TURAN SIG. LAMPIRESA) | 
“3 WATER PUMP 


OARGeGann 


RES 


Ref.No. Part No. 


l 25211-37000 
2 25231-31000 
3 25411-37000 
4 25310-37003 
5 25322-11000 
6 25323-11000 
7 25324-11000 
8 09261-05003 
9 09440-04003 
10 25331-37000 
tl 02122-06128 
12 25341-18000 
13 02122-06128 
14 09160-40001 
15-1 09263-16006 
15-2 09263-16012 
16 09284-16002 
17 25350-37001 
18 09443-07018 
19 25381-20001 
20 02121-04127 
21 25390-37000 
22 09209-06030 


23 09443-07005 


ars 


AIA CLEANER -17 REAR COMB, LMP.IRESA’ 

AIR INCET, ‘7 REAR COMB. LMP.IRESM), 

BATTERY 5 REAR FENDERIRESM) . 
4 R. H 


weet ewes STARTERCLUTCH , COMB. METERIRESM: 
STARTING MOTOR. COMB, METER(RESA} . 
STEERING STEM. CONTACT BREAKER, . 


E. FRAME COVER . 
#. 
TRANSMISSION o. COOLING FAN 
8 
c. 
F. 


FRONT FENDER 
FANT. FRK. OAM 
FRONT HUB . 
FUEL cocK 
FUEL TANK .. 
GEAR SHIFTING 


TRANSMISSION COUNTERWT. Ci 
TROCHOID PUMP . , ELECTRICAL E 
TURN SIG. LAMP(RESM). ENGINE MOUNTING 
TURN SIG. LAMP(RESA). F- ENGINE RH COVER 
WATER PUMP... : ENGINE LH COVER . 


retcopn 
Hearse 


CLUTCH gia 
CLUTCH RELEASE . 


OOaargan 
epereamm 
z 


CHN, CSE.-SHOCK ABSRBA. 1 


& 
wie 


FRNT. BRK. HOSE ||. 4. 


FIG.22 GEAR SHIFTING 


Description 


FORK, gear shifting No.1 


FORK, gear shifting No,2 


SHAFT, gear shifting fork 


CAM, gear shifting 


GEAR, shifting cam driven 


PAWL, shifting No.l 
PAWL, shifting No.2 
PIN 

SPRING 

LIFTER, shifting paw! 
SCREW 

GUIDE, shifting cam 
SCREW 

WASHER 

BEARING 

BEARING 

OIL SEAL 

STOPPER, shifting cam 
SPRING 

PLATE, cam stopper 
SCREW 

STOPPER, cam neutral 
PIN 


SPRING 


GENERATOR 
HANDLEBR. CONTRI 
HEADLAMPIRESM) . 
HEADLAMPIBESA) .. 
MOLMP. HOUSING! 
KICK STARTER. 

LH HANDLE Swit 
MASTER CYLINDER 
METERING PUMP, , 


TORMNIM 
Perr trrs 


a: 
- > 
3 


MUFFLER | 


RADIATOR 
RAD, BUMP 


G 


Remarks 


from 25310-37002 


40n25x4 
w:16 
wil2 


tor 11321-37002 


FIG.22. GEAR SHIFTING 


-Ref.No. Part No. .’ ‘Description 2 _ Remarks 


25510-37001 SHAFT, "gear shifting 
09444-26001,” SPRING - 
09285-12002 OIL SEAL 
99320-13004 CUSHION, drive chain 
25671-01000 : STOPPER, shifting cam 
08321-21088 LOCK WASHER : 
25600-37001 LEVER ASSY, gear shifting from 25600-37000 
25652-16500 “RUBBER 
01122-08208 BOLT 
08321-21088 LOCK WASHER 
37710-33112 SWITCH ASSY, gear shifting ‘ trom 37710-33111 
02111-05207 SCREW 
09280-28002 0 RING 
37729-3700 PLATE : from 37729~37000 
02112-06108 SCREW 


AIR CLEANER + 8-11 REAR COMB. LMPIRESA), FB STARTERCLUTCH ,,,,0-2 COMB. METERIRESM}.E-6 FRAME, .., . GENERATOR a MUFFLER nr 
AIR INLET, .B2 REAR COME. LMPIRESM) STARTING MOT! COMB, METERIRESAS, E-8 FRAME COVER . + HANDLEBR, CONTROL CBL..H8 Oi COOLER G7 ond i 
; ‘5 REAR FENOERIRESM) STEERING STEM. CONTACT BREAKER..E4 FRNT. BRK. HOS HEADLAMPIRESM) f SIT gig WANG. HARNS. F8 
REAR FENDERIRESA . TRANSMISSION : COOLING FAN .....¢: FRONT FENDER 5  HEADLAMP(RESA) 
REAR HUB... .- . TRANSMISSION CASE , . B- COUNTERWT, COVER . B. 
REAR SWINGING ARM. . TROCHOID PUMP , . ry ELECTRICAL .. Fe 
TURN SIG, LAMPIRT5A' ENGINE MOUNT a 
TURN SIG, LAMPIRESA) ENGINE RAH COVER 
WATER PUMP ...,...0-9 . ENGINE LH COVER .. 6 


a 
6 FANT. FRK. OAMPER .H.2 | HDLMP, HOUSINGIRESM! B u 33 
10 FRONT HUB .. 4. KICK STARTER . . 9 PRESSURE RGLTA.C-6 
}2 «FUEL COCK LH HANDLE SWITCH RADIATOR 

3 FUEL TANK MASTER CYLINDER 

4. GEAR SHIFTING . METERING PUMP 


FIG.23 | KICK STARTER 


Ref.No.. Part . No. Description Q'ty Remarks 
MA 


EEE 


I 26211-37001 SHAFT, kick startér tot from 26241-37000 
26221-30000 GUIDE, spring tt 


2 
3 


26222-30000 HOLDER, spring 

4 09448-47002 SPRING 

5 26231-34000 STARTER, kick 

6 09440-32002 SPRING 
08211-20342 WASHER 
24833-37990 PLATE, off level 
08211-17282 WASHER 
26232-37000 GUIDE, starter 
26233-37000 STOPPER, starter 
09169-06017 WASHER 
01112-06168 BOLT 

; 26241-37000 GEAR, starter drive 
09283-20025 OIL SEAL 

, 26300-31002 LEVER ASSY, -kick starter _ From 26300-3100! 
26352-1640) + RUBBER : 
01122-10308 BOLT 
08321-21408 LOCK WASHER 


09243-09001 PLUG, shaft 


& ARTERGCLUTICN....D2 COMY. METERIRESM). EG FRAME. . - : GENERATOR , E-4 MUFFLER. 7 
AININcET 5 BEAR COME, tr ineeM, SranTiNG MOTOR i COMB, METERIRESA} FRAME COV - HANOLEBR.CONTAOL CBL.. OIL COOLER... C7 WRNG. HAANS. F39 
BATTER’ 'S REAR FENDERIRESM) ..1.7 | STEERING STEM CONTACT BREAKER... £-4 FRNT. BRK. HOSE . HEADLAMPIRESM) .. . 7 OIL TANK B 
BAAKEPDLFOOTAST. ..1G-4 REAR FENDERIRESM) |. THANSMISSION COOLING FAN .. 8 FRONT FENDER ....H5  HEADLAMP(RESA} | OPTIONAL 
CALIPER REAR HUB... TRANSMISSION . COUNTERWT, COVER. FRNT. FAK, DAMPER , i OPTIONAL Waa 
CARBURETOR REAR SWINGING 5 TROCHOIDPUMP . 1c ELECTRICAL. FRONT HUB $ .9 PRESSURE AGLTA.C-6 
CHN, CSE.-SHOC RH HANDLE SWITCH. 9° TURN SIG, LAMP(RESM)., ENGINE MOUNT FUEL COCK 1H HAN RADIATOR Ct 

: SEAT . "9 TURAN SIG, LAMP(RESA} ENGINE RH COVER 3 FUEL TANK MASTER CYLINDER 4 AAD, BUMPER 

STAND. °G-3' WATER PUMP . ee « ENGINE LH COVER GEAR SHIFTING - METERING PUMP a RAD. SUB TAN! 


AIR CLEANER 
AIR INLET. 
BATTERY 

BRAKE FO! 
CALIPER, 
CARBURE 

CHN, CSE.~SHI 
CLUTCH 

CLUTCH RELEASE 


$$ ann 
COMB, METER(RESM) | E. 
COMB, METERIRESAI . E- 


REAR COMB. LMPRESA) . 
REAR COMB. LMP.{RESM). 
REAR FENDEAR(RESM) .. 
AEAR FENDER(RESM) 
REAR HUB... . 

REAR SWINGING 

RH HANDLE SWITCH 


-B 
7 


a 
] 


STARTER CLUTCH 
STARTING MOTOR 
STEERING STEM. 
' TRANSMISSION . 
TRANSMISSION C 
--TROCHOID PUMP , 
TURN SIG. LAMPIA 


TURN SIG. LAMPIRESA}. 


CONTACT BREAKER 
COOLING FAN ... 
COUNTERWT. COVE! 
ELECTRICAL . 

ENGINE MOUNTING 
ENGINE RH COVER 
ENGINE LH COVER 


FRONT HUB 
FUEL COCK 
FUEL TANK . 
GEAR SHIFTING 


5eo 
oes 
Bu 


ooozrzr 
fuane 


GENERATO! 
HANDLEBR.. 
HEADLAMPIRESM) 
HEADLAMPIRESA) . 
HOLMP, HOUSINGIR 
KICK STARTER . : 


LH HANDLE SWITCH - 


MASTER CYLINDER 
METERING PUM 


MUFFLER. 
OIL COOLE! 
OIL TANK. 
OPTIONAL 
OPTIONAL . 


PRESSURE RGLTAL 


AADIATaA . 
RAD. BUMPER 
RAD. SUB TANK, 


E 
ANG. HANS. F- 


#. 


7 
9 


FIG.24. STARTING MOTOR 


Ref.Ho, Part No. Description Remarks 


31100-37010 MOTOR ASSY, starting 
34131-37010 *BRUSH 

31310-37010 * ARMATURE 
31432-37010 +BRUSH 

31135-37010 +SPRING 

31281-37010 *BOLT 

31264-37010 “GASKET 

04122-08258 BOLT 

08321-21088 LOCK WASHER 
31151-37000 GASKET 

08311-11068 NUT 

08321-21068 LOCK WASHER 
33810-37000 LEAD WIRE, starting motor 
31800-37020 RELAY, starting motor 
09100-0601} BOLT 

08321-21068 . LOCK’ WASHER 
08311-31008 NUT 


08321-21068 LOCK WASHER 


RES 


COMB. METERIRESM) . E- FRAME GENERATOR . 

COMB. METERIRESAL . FRAME COVER HANDLEBR.CO! 

CONTACT BREAKER. FANT. BAK. HOS HEADLAMPIRESM) 

COOLING FAN . . FRONT FENDER . 5 HEADLAMPIRESA) 
COUNTEAWT. CO’ FANT. FRK, DAMPER . 4 HOLMP. HOUSINGIRESM). . . 
ELECTRICAL . 2 Fe FRONT HUB E KICK STARTER 

ENGINE MOUNTING. . FUEL COCK .... tH HANOLE SWI 

ENGINE RH COVER FUEL TANK... MASTER CYLINDER . 
ENGINE LH COVER .. GEAR SHIFTING METERING PUMP . 


AIR CLEANER STARTER CLUTCH . 
AIR INLET, 2? REAR COMS. LMP.(RESM), F-7 STARTING MOTOR . 
BATTERY + ES REAR FENOER(RESM) .. STEERING STEM, 
BRAKE POL-FOOTAST. REAR FENDER(RESM} TRANSMISSION . 
CALIPER. < ace TRANSMISSION Ci 
CARBURETOR | : TROCHOID PUMP 
CHN, CSE. .9 TURN SIG. LAMP(RESM}. 
CLUTCH r . 1G-9 TURN SIG. LAMPIRESAI, 
CLUTCH RELEASE 10. 2G-3 WATER PUMP 


C7 WRNG. HARNS. F-S 
GB : 

OPTIONAL . 

OPTIONAL . 

PRESSURE Ri 

RADIATOR . 

RAD. BUMPE 

RAD, SUB TAN. 


annowormo 
COnRVaaN 
opronnnrm 
rere rr ey 


FIG.25 GENERATOR 


Ref.No. Part No. Description Remarks 
31400-37010 GENERATOR ASSY 
31401-37010 +STATOR ASSY 
31424-37010 -CO!L ASSY, flald 
31402-37010 +ROTOR 
02112-06258 SCREW 
02112-06358 SCREW 
01122-12508 BOLT 
09309-08007 GROMMET 
09164-12014 WASHER 
09407-14301 CLAMP 
09404-06402 CLAMP 
32500-31010 REGULATOR, voltage from 32500-37010 
01112-06168 BOLT 
08321-21068 LOCK WASHER 
32800-37010 RECTIFIER to 32800-31010 
08311-11068 NUT 


08321-21068 LOCK WASHER 


AIR CLEANER REAR COMB, LMP.ARESAI STARTER CLUTCH . FRAME 


GENERATOR 3 B wn 7 
REAR COMA, LMP.IRESAt STARTING MOTOR cal 8 FRAME 10 WANDLEBA. WANG, HAANS. F-9 
REAR FENDEH(RESM) . 1-7 9 STEERING STEM, [H-3 CONTACT BREAKER..E4 FRNT. ARK. HOSE 


HEADLAMPIRESM} . . S i . 
REAR FENDERIRESM)  . TRANSMISSION COOLING FAN . FRONT FENDER . HEADLAMP(RESA} . . ; OPTIONAL 


REAR HUB.... TRANSMISSION CASE . COUNTEAWT. CO’ FRNY. FAK, DAMPER . H. HOLMP. HOUSINGIRESM) “3 OPTIONAL 
REAR SWINGING TROCHOID PUMP , . ELECTRICAL . FRONT HUB . 


x RICK STARTER .., PRESSURE 

x RH HANDLE SWITCH. TURN SIG, LAMPIRE! "ENGINE MOUN’ FUEL COCK LH HANDLE Swit -10 RADIATOR 
TCH .. -3 SEAT... 9 TURN SIG, LAMPIRESA}. F-6 ENGINE RH COVER 3. FUEL TANK. : MASTER CYLINDER . RAD, BUMPER 
CLUTCH RELEASE ; ... . STAND, -2 WATERPUMP .,,,...C9. ENGINE LH COVER GEAR SHIFTING » D: METERING PUMP. . -3 RAD, SUB TANK 


FIG.26 CONTACT BREAKER 


-Ref.No. Part . No. Description Remarks 


33100-37010 BREAKER ASSY 


33140-37010 *POINT, contact (A) 


33160-37010 *POINT, contact (B) 
31443-37010 +PLATE, contact point 
33141-37010 -COVER, pilot (A) 
33161-37010 *COVER, pitot (8) 
33123-37010 -CASE, contact breaker include ull seal 
33121-37010 *COVER 

33122-37010 «GASKET 

02111-05108 “SCREW 

09106-06003 BOLT 

09106-06009 BOLT 

09106-06011 BOLT 

08321-21068 LOCK WASHER 
09164-06006 WASHER 

09404-06404 CLAMP 

09407-12402 CLAMP 

33419-37010 COIL, ignition 
02111-05127 SCREW 

08321-21058 LOCK WASHER 
08322-21058 WASHER: 

33510-31010 CAP, spark plug 
33542-98000 SEAL, high tension cord 
34900-37010 CO! UNIT 

01112-06168 BOLT 

08321-21068 LOCK WASHER 


09482 - 00100 SPARK PLUG 


Sennen een enn nee nnn nee nn nn ee ee TTT Tt aE IEEETT-77177-SEREEEEEEEEE “Or GREER “197-7 7-777 a> e111 4m 
AIR CLEANER | + B31 REAR COMB. LMP.IRESA) STARTER CLUTCH COMB, METERIRESM? 4 MUFFLER fe Ww? 
AIR INLET, :?7 REAR COMB, LMP.IRECM), F.7 STARTING MOTOR COMB, METERIRESA), £8 FRAME COVER - HANDLEBR..CONTAOL CBL..H-8 OIL COOLER . WARNS. F.9 
BATTERY . ++. bS& REAR FENDERIRESM) .. 1-7 STEERING STEM. (3. CONTACT BREAKER..E-4  FRNT, BAK, HOSE . HEADLAMP(RESM} . . . 1 F2 OIL TANK, G. . 
QRAKE POL-FOOTRST, ...6-4 REAR FENDERIRESM) |. 1-8 TRANSMISSION COOLING FAN C8 FRONT FENDER HEADLAMP(RESA) . F-4 OPTIONAL . 
‘ TRANSMISSION ©: COUNTERWT. CO! FANT, FRK, DAM HDLMP. HOUSINGIRE! «3 OPTIONAL 

TROCHOID PUMP . ELECTRICAL F-10 FRONT HUB KICK STARTER . . PRESLUNE R 

URN SIG. LAMPIRI 5 ENGINE MOUNTING.,8-2 FUEL COCK . : LH HANDLE SWITCH . -10 RADIATOR 

TUAN SIG. LAMPIRESA!. F.6 . ENGINE RH COVER .,B-3 FUEL TANK 5! MASTER CYLINDER RAD. BUMPER 

WATER PUMP €9 ENGINE LH COVER .. B4 | GEAR SHIFTING . METERING PUMP. . 1-3. RAD. SUB TANK, 


FIG.27 . BATTERY 


Ref.No, Part: No. Description Remarks 


33610-37010 SATTERY 12V, 30AH 
33652-08400 CUSHION 

33651-37000 PROTECTOR (1) 

33652-32200 _- PROTECTOR (2) 

33651-31000 PROTECTOR (3) 

33661-5}020 ‘TRAY, battery 


33680-31003" — HOSE, battery exhaust “trom 33680-31002 


09404-07704 CLAMP 

41540-37000 HOLDER, battery 
09100-08067 BOLT 

08322-21088 WASHER 
08321-21088 LOCK WASHER 
41620-37001 PLATE, battery 
01112-06168 BOLT 

08322-21068 WASHER 

08321-21068 LOCK WASHER 
33830-37001 CABLE, battery (+) 


33860~37000 CABLE, battery (-) 


2, 


COMB, METERIRESM| GENERATOR C2” WHEEL Wy? 
COMB, METERIRESA). £8 FRAME COVER - HANDLEW! 2 WANG. HARNS. F-9 
CONTACT BREAKER... €4 FANT. BAK. HOSE E HEADLAMPIRESM! F Ga : 
COOLING FAN ..... FRONT FENDER . HEADLAMPIRESA} -4 OPTIONAL . 

FANT. FAK, DAMP: HDLMP, HOUSINGIRESM +3 OPTIONAL . 

FRONT HUB . KICK STARTER. PRESSURE Ri 

2 FUEL COCK - LH HANDLE Swi -10 RADIATOR . 

ENGINE RH COVER..83 FUEL TANK . + G: MASTER CYLINDER . RAD. BUMPE 
ENGINE LH COVER ..B4 GEAR SHIFTING | - METERING PUMP , z 


AIR CLEANER -11 REAR COMB. LMPRESA), F-8 STARTER CLUTC 
AIA INLET, 7 REAR COMB. LMP.(RESM). F-7 STARTING MOTO! 
BATTERY : p> REAR FENDERIRESM) 7. STEERING STEM. 
BRAKE POL-FOOTRST. ...6-4 | REAR FENDERIRESM) TRANSMISSION . 
CALIPER... .. REAR HUB... 

CARBURE A ‘8 REAR SWINGING AR? : 2 ; 

HN. CSE,= RH HANDL' : 

cuuren” i ape . f -9 TURN SIG. LAMPIRESAI, F- 
CLUTCH RELEASE : -3 WATER PUMP .. 


CARATAGNA 


FIG.28 COMBINATION METER (RESM) 
Ref.No. Part No. Description : Remarks 


34100-37611 COMBINATION METER ASSY from 34100-37610 
34410-37610 *SPEEQOMETER 

34170-37600 *SOCKET 

34210-37020 * TACHOMETER 

34270-37020 “SOCKET 

34400-37021 “THERMOMETER from 34400-37020 
34160-37600 “SOCKET, pilot 

09371-12001 “BULB j 12V, 3.4W 
34116-37020 “COVER, RH side 

34117-37020 “COVER, LH side 

O1F12-05108 “BOLT 

08321-21965 “LOCK WASHER 

Oaai 1b i9ag “NUT 

34118-57020 “SPRING, hood RH 

34119+37020 “SPRING, hood LH 

34462-37020 “HOOD 

34950-37020 "BRACKET 

34890-37020 “INDICATOR, gear position 

34161-33600 “COVER, Indicator 

34480-37020 “REGULATOR, water temperature 

02111-03128 “SCREW 

02111-04067 “SCREW 

02112-06108 “SCREW 

34981-33600 “SCREW, tripmeter knob 


34163-37020 “KNOB, Tripmeter 


REAR COMB, LMP,IRESAI , F. STARTER CLUTCH COMB. METER(RESN: GENERATOR MUFFLER. . 
REAR COMB, LMPIRESM). F STARTING MOTOR . HANDLESR.CONTROL CBL.,H-8 OfL COOLER . 
REAR FENDER IRESAN STEERING STEM, “ FANT. BRK. HOSE .. . 1. HEADLAMPIRESM} . . Lé 
REAR FENDER(RESM) TAANSMISSION % COOLING FAN . | FRONT FENDER WEADLAMPIRESA) | F. 
0. 
H 


2 
4 
9 


REAR HUB.,.,.. TRANSMISSION CASE COUNTERWT, CO! FRNT. FAK, DAM! 5 HDLMP, HOUSINGIR| 
REAR SWINGING ARM aie ELECTRICAL =f FRONT HUB, . KICK STARTER . e 
RH HANOLE SWITCH . . 9 TURN SIG. LAMPIRE! 5 - FUEL COCK . 2 LH HANDLE SWITCH . 1-10 RADIATOR . 

SEAT... -9 TURAN SIG. LAMPIRESA}. F- ENGINE RH COVER . . FUEL TANK... MASTER CYLINOER . +14 RAD. SUMPER 
STAND -. .G3 WATER PUMP C9 ENGINE Let COVER -& GEAR SHIFTING ... D+ METERING PUMP -€-3 RAD, SUB TAN: 


FIG.28 COMBINATION METER (RESM) 


AIR CLEANER 
AIR INLET. 


REAR FENDERIRESM! . 


REAR FENOERIRESM) 
REAR HUB.... 
REAR SWINGING 

RH HANDLE SWITCH 


STARTER CLUTCH 
STARTING MOTOR 
STEERING STEM 
TRANSMISSION 
TAANSAISSION C. 
TROCHOID PUMP 
TURN SIG. LAMP. 
TURN SIG, LAMPIRESA}. 
WATER PUMP 


opzncorng 
WARE MAGNN 


COMB. METERIRESM! . E- 
COM. MCTERIRESA) | 
CONTACT BREAKER. . 


COOLING FAN . 
COUNTERWT,. Cl 
ELECTRICAL 


ENGINE MOUNTING. . 6. 
ENGINE RH COVER .. 
ENGINE LH COVER . . 


Ref.No. Part. . No. 


35950-31010 
08311-11058 
08321-21058 
34981-37600 


34051-37020 


34052-37020 
09111-08024 
34956-31000 
09160-10022 
08321-21088 
34910-33032 
34938-37000 
04812-06168 
08321-21068 
08322-11068 
34940-37030 


34995-31600 


FRAME... . 
FRAME COVER 
FANT. BRK. HOSE , 
FRONT FENDER 
FRNT. FAK. DAM 
FRONT HUB . 
FUEL COCK 

FUEL TANK 

GEAR SHIFT 


FIG.28 COMBINATION METER (RESN) 


Description 


*REFLEX REFLECTOR, front 
“NUT 

"LOCK WASHER 

‘CASE, ignition switch 
“HOUSING, meter upper 
*HOUS ING, meter lower 
BOLT 

CUSHION 

WASHER 

LOCK WASHER 

CABLE, speedometer 
CLAMP 

SOLT 

LOCK WASHER 

WASHER 

CABLE, tachometer 


CAP 


GENERATOR : 
HANDLEBR..CONTROL CBL. . 
HEAOLAMPIRESMI .... 5 
HEADLAMPIRESA) 

HOLMP, HOUSINGII 

KICK STARTER .. 

LH HANDLE SWITCH 

MASTER CYLINDER 

METERING PUMP , 


MUFFLER..... 
OIL COOLER... 
Ol TANK 
OPTIONAL 
OPTIONAL 


RADIATOR 
AAG. BUMPE! 
RAO. SUB TANK, 


from 34980-37020 


WHEEL, nw? 
WANG, HAANS. F-9 


FIG.29 COMBINATION METER (RESA) 
Ref.No. Part No. Description 


34100-37990 COMBINATION METER ASSY 
34110-37990 “SPEEDOMETER 
34210-37990 “TACHOMETER 
33170-37990 “SOCKET 


09471-12001 “BULBS 12V, 3.40 
09471-12004 “BULB, turn signal Indicator 12v, 1.7W 


34401-37990 “THERMOMETER 


09471-12023 “BULB ay 12v, 2W 


34181-31000 *CUSHI ON 

34481-31000 *CUSHION 

02111-05127 “SCREW 

08321-21058 “LOCK WASHER 

02441-03108 “SCREW 

34960-31012 “PLATE, under 

34951-31012 “BRACKET 

34282-31000 “CUSHION 

34972-31012 “SPACER 

09160-05017 “WASHER 5.5x16x1.2 
08311-11058 *  -NUT 
34983-37990 “BRACKET, coupler 

02111-03067 “SCREW 

08321-21038 “LOCK WASHER ° 

08322~21038 “WASHER 


34982-37990 “BRACKET, coupler 


REAR COME. LMP IRESAL. F.8 STARTER CLUTCH .... 
REAR COMB, LMP.(RESMI. F.7 
REAR FENDERIRESM) 
GBHAKE POL-FOOTRST. . REAR FENDEKIRESM) TRANSMISSION 
CALIPER, . wal TRANSMISSION CASE 
5 TROCHOID PUMP | 


COMB. METERIRESM) , eee GENERATOR... 

COMB, METERIRESA} , E- HANOLEBA.CONT 

CONTACT BREAKER % i HEAOLAMPIRESM) , “ 

COOLING FAN . : . E HEADLAMPIRESA) . -F.4 OPTIONAL . 
COUNTEAWT. CO’ FRNT. FAK, CAMPER HOLMP. HOUSINGIRESM) +3 OPTIONAL . 
ELECTRICAL .. FRONT HUB KICK STARTER PRESSURE R 

ENGINE MOUNT! FUEL COCK : LH HANDLE Swit: -10 RADIATOR . 
ENGINE RH COVER 3 FUEL TANK. : MASTER CYLINDER : 

ENGINE LH COVER . GEAR SHIFTING . : METERING PUMP «C3 RAD, SUB TANK... C- 


ONAOTOIMOS 
ORONMAUNE 


TUAN SIG. LAMPIR: 
TUAN SIG, LAMPIRESA, 
WATER PUMP ... 


9 


mid 


“ FIG.29 - COMBINATION METER (RESA) © 


FIG.29 COMBINATION METER (RESA) 


RefNo. part No. Description ay . Remarks 

24. 34970-31000 =“ PLATE, under. \ a 
25. 34491-31000. “SPACER, thermometer 2 
26. 08321-21048 “LOCK WASHER 2 ‘ 
27,» 08311-11048 “NUT 2 

28 34890-31211 “INDICATOR, gear position \ 


29 34981-37990 “PLATE | 


30 34980-31212 “CASE, pllot bulb 1 . 
34 = 02111-04127 “SCREW 2 ae 
2 32>, 08321-21048 “LOCK WASHER 2 \ 
: 33 02111-04258 “SCREW me 2 
34 08321-21048 “LOCK WASHER “2 
35 02111-04067 “SCREW 2 a 
36 08321-21028 LOCK WASHER 2 ede 


37 "34982-31920... “BRACKET ; ! 


: . 38 ¥ Sbt6t-31210°-. -COvER, indicator I i 
39 34950-31210. “BRACKET, meter \ ? 
: 40 09111-08028 - BOLT 2 
_ 4h. 08322-11108" : WASHER, upper 2 . 
* "ds ~ o9s60-08002 WASHER, lower \ 
. 08321-21088 “Lock WASHER 2 
: : ag 08312-11088... NUT 2 
45)” 34910-18130 CABLE, speedoneter 1 
46 34940-37030 ° CABLE, tachometer 1 


Res , -29- eB cia E9 


AIR CLEANER $2 REAR COMB, LMPIRESA STARTER CLUTCH 
REAR COMB. LMP,IRESM| STARTING MOTO! 
REAR FENDERIRESM) 5 STEERING STEM, 
REAR FENDERIRESM) TRANSMISSION . 
TRANSMISSION C, 
TROCHOID PUMP . 
TURN SIG, LAMPIRE! 


GENERATOR 

HANDLEBR..C 

MEADLAMP(RESM) . . 
COOLING FAN . 4 FRONT FENDER ..., He HEADLAMPIRESA) . OPTIONAL 
COUNTERWT. CO FANT, FAK. DAMPER . H- HOLMP. HOUSINGIRESM)... F-3 OPTIONAL 
ELECTRICAL , FRONT HUB KICK STARTER. PRESSURE 
ENGINE MOUNT 2 FUEL COCK - LH HANDLE Swit: 10 RADIATOR 


ENGINE AH COVER FUEL TANK . & MASTER CYLINDER RAD, BUMPER , 
ENGINE LH COVER ..@4 GEAR SHIFTING .... METERING PUMP .. 3 MAD, SUB TANK 


DOATRAUNN 


ie.e MUA CORE mETIAS UP (EI) 


AIR CLEANER . . 8-11 REAR COMB. LMP.IRESAJ.F-8 © STARTER CLUTCH ....0-2: COMB, METERIRESM), £-6 : £4 MUFFLER 
AIR INLET, : REAR COMB. LMP.IRESMI. F-7 STARTING MOTOR . 2 COMB, METERIRESA). £-8 FRAME COVER |... . G- x 8 OIL COOLER 
‘5 REAR FENDER(RESM) . . STEERING STEM, CONTACT BREAKER. .E-4 | FANT. SAK. HOSE |. [. f 1 B2 OIL TANK. 
REAR FENDERIRESM) TRANSMISSION . COOLING FAN 8 FRONT FENDER .... HEADLAMPIRESAI . OPTIONAL 
ser TRANSMISSION C COUNTERWT, CI 6 FANT. FAK, DAMPER HOLMP, HOUSING! OPTIONAL 
0 FRONT HUB . KICK STARTER , PRESSURE 
2 FUEL COCK ; LH HANDLE swi 10 RADIATOR 
a 


CHN, CSE.-SHOCK ASSRBR. 
CLUTCH 4 


cl 
Be 
IG ARM TROCHOID PUMP . ELECTRICAL . Fe 
H 9 . TURN SIG, LAMP ! ENGINE MOUNTING . . B- 

5 Be 

Be 


1 
3 FUEL TANK ! MASTER.CYLINDER . 4°. RAD, BUMP! 
GEAR SHIFTING . O- METERING PUMP........C3 RAD, SUB TANK 


see x +.-+G9° TURN SIG. LAMPIRESAD. F- ENGINE RH COVER . . 
CLUTCH RELEASE . cesses eee eee: G3 WATER PUMP ; ENGINE LH COVER .. 


FIG.30 HEADLAMP (RESM) 


FIG.30 HEADLAMP (RESM) 


Description Remarks . 


:35100-37611 HEADLAMP ASSY from’ 35100-37610 
35121-37610 “UNIT 12v, 50/408 
35111-37611 “RIM from 35111-37610 
35136-25611 “SCREW trom 35136-37610 
35135-2561) *NUT from 35135-37610 
35137-37610 “SPACER 

35151-37610 “SCREW = 

35155-37610 “NUT 

35154-37610 “SPRING 

02143-05127 SCREW 


08322-21058 WASHER 


RES 30~ 


COME. METERIRESM).E-6 FRAME... an GENERATOR . MUFFLER . 5 He? 
COMB. METERIRESA) , FRAME COVER _. HANDLEBR, CONTR: 9 
CONTACT BREAKER. FRNT, BRK, HOSE HEADLAMP(RESM) 

COOLING FAN FRONT FENDER . HEADLAMP(RESA OPTIONAL 

COUNTERWT. Cf ; FANT, FAK. DAMPE! HOLMP. HQUSINGIRESM) “2 OPTIONAL . 

ELECTRICAL . 10 FRONT HUB... KICK STARTER... PRESSURE RGLTR.C: 

ENGINE MOUNTING FUEL COCK LH HANDLE SWITCH -30 RADIATOR - 

ENGINE AH COVER . FUEL TANK . MASTER CYLINDER RaD, BUMPER . 

ENGINE LH COVER GEAR SHIFTIN METERING PUMP ‘3 KAD, SUB TANK. 


AIR CLEANER 1? REAR COMA. LMPARESA!, FB STARTER CLUTCH , 
AIR INLET, .B7 REAR COMBS. LMP.ARESM), F-7 STARTING MOTOR . 
5 REAR FENOERIRESM) ,, 1-7 STEERING STEM. .. 
REAR FENDERIRESM} 8  TRANSAMSSION .. . 
REAR HUB .. § TRANSMISSION CAS 
> REAR SWINGI 5  TROCHOID PUMP 
AH HANDLE SWITCH. LQ TURN SIG, LAMP(RESM). 
‘ ‘ -9 TURN SIG. LAMPIRESAI, 
3 WATER PUMP .. 


onTnOBOIMD 
CAARAGHONN 
3N 


pQarrr-o9 
SAsanaee 


LUTCH 
CLUTCH RELEASE 


F1G.31 HEADLAMP HOUSING {RE5M} 


AIR CLEANER 


REAR COMB. LMP.IRESAI. F 
REAR COMB, LMP.ARESM). F. 
REAR FENDERIRESM) . 
REAR FENDER(RESM) 
REAR HUB i 
REAR SWINGING ARM .. 
AM HANDLE SWITCH 


STARTER CLUTCH . . 
STARTING MOTOR 
STEERING STEM 
TRANSMISSION os 
TRANSMISSION CASE . . 
TROCHOID PUMP 

TURN SIG, LAMPIRESME, 
TURN SIG, LAMPIRESAL 
WATER PUMP |. 


COMB, METER(RESM) | 
COMB, METERIRESAL 
CONTACT BREAKER. 
COOLING FAN 


COUNTERWT, COVER , 


ELECTRICAL . 


Ref.No. Part = Nox 


FIG.31. HEADLAMP HOUSING (RESM) 


Description 


51811-37000-01A HOUSING, headlamp 


§1831-37000-796 HOUSING, head{iamp 


09160-16028 
51827-31030 
51821-37000 
51860-37000 
54850-37001 
09320-10010 
09180-07004 
09160-06020 
08321-21068 
01112-06258 
08322-11088 
08321-21088 


01122-08128 


FRONY FENDER . 
FANT, FRK, UAMPER . 
FRONT HUB... - 
FUEL COCK 

FUEL TANK 

GEAR SHIFTING 


WASHER 
CUSHION 
SPACER 
PLATE 
BRIDGE 
CUSHION 
SPACER 
WASHER 

LOCK WASHER 
BOLT 

WASHER 

LOCK WASHER 


BOLT 


GENERATOR... 
HANDLEBAR. CONT! 
HEADLAMPIRESM) 
HEADLAMPIRESA) . . 
MOLMP. HOUSINGIRESM) 
KICK STARTER . 
LH HANDLE Swit 
MASTER CYLINCER 
METERING PUMP 


MUFFLER. 


OPTIONAL 


PRESSURE RGLTA.C 


RADIATOR .. 
RAD. BUMPER 
RAD. SUB TANK, 


Remarks 


trom 95900-37000 


6.5x10, 5x12 


6. 5x20x1.6 


FIG.32 HEADLAMP (RESA) - 
FIG.32 HEADLAMP {RESA) 


Ref.No.. Part No. Description t ~ Remarks 


35100-34610 HEADLAMP ASSY 
35121-31610 sUNTT 
02111-04087 “SCREW 
08324-21048 “LOCK WASHER 
35111-34030 “RIM 
02412-05107 “SCREW 
08321-21058 *LOCK WASHER 
08341-11058 *NUT 
35151-31610 SCREW 
35165-31610 “SPACER 
08322-21048 “WASHER 
55154-31610 “SPRING 
35152-15611 “NUT 
02231-05128 SCkEW 
51810-34130 HOUSING, headlamp 
08312-11108 NUT 
08323-25108 LOCK WASHER 
08322-$1108 WASHER 


01221-10307 BOLT 


€ 


COMB, METERIRESM) . 
COMB. METEAIRESAl, 
CONTACT BREAKER. 
COOLING FAN .. . 
COUNTERWT, COVER . 
ELECTRICAL . 

ENGINE MOUNT 

ENGINE AH COVE! 
ENGINE LH COVE 


REAR COMB. LMPIRESA}. Fa STARTEN CLUTCH 
HEAR COMB CMP(AESME, F.27 STARTING MOTOR 
REAR FENDERIRESM) . STEERING STEM. 

REAR FENDEHIHESM] TRANSMISSION 

REAR HUB... TRANSMISSION CASE ,, & 
REAR SWINGING ARM - TROCHOID PUMP... c 
Ry HANDLE SWITCH TURN SIG, LAMPIRESAt). F 
SEAT... TUAN SIG. LAMPIRESA}, F 
STAND a WATER PUMP 


oO 


SOMEFVEUNA 


GENERATOR... ish MUFFLER, VOHEEL. We 
MANDLESH..CONT! al Olt COOLE! WRNG., HARNS, F.9 
HEAOLAMPIRESM) .,.. OIL TANK, 
HEAOLAMPIRESAD o Fe OPTIONAL 

FRNT, FAK. DAMPER . HDLMP. HOUSINGIRESM), . OPTIONAL B 

FRONT HUB . . KICK STARTER . 7 PRESSURE AGLTH A 

FUEL COCK LH HANDLE SWwiTC) RADIATOR .. 

FUEL TANK MASTER CYRINOER RAD. BUMPER . 

GEAR SHIFT! METERING PUMP RAD, SUB TANK 


BRAKE POL-FOOTHST. 
CALIPER. 2... 
CARBURETOR . 

CHN. CSE,~SH 
CLUTCH _ 

CLUTCH REL 


Saora-omae 
3 


bUMeVarne 
CceEncAmme 
RON eORaae 


FIG.33° TURN SIGNAL LAMP (RESM) 
Ref.No. Part No, Description Remarks 


35601-3761 LAMP ASSY, front turn signal trom 35601-37610 
35612-37610 *LENS ° AMBER 
09471-12006 “BULB. ies ae I. 2M, 
02111-03208 “SCREW 


08312-31108 NUT 

08321-21108 LOCK WASHER 

35603-37011 LAMP ASSY, rear.turn signa! from 35603-37610 
35612-37610 “LENS, rear AMBER 
35652-37610 “LENS, rear RED 
09471-12006 “BULB 

02411-03208 “SCREW 

38610-36610 RELAY, turn signal 

02112-06208 SCREW 

08321-21068 LOCK WASHER 

08322-21068 WASHER 


41542-37000 8085, rear turn signal lamp 


AIR CLEANER 11 REAR COMB. LMP.IRESAL, F-B STARTER CLUTCH 2 COMB. METERIRESM). EG . FAAME. ; GENERATOR Ts.) £4 MUFFLER. 
1A 


AIR INLET. REAR COMB, LMP.IRESM). F-7 STARTING MOTOR COMB, METERIRESA) . E- 
BATTERY. "5 REAR FENDERIRESM) STEERING STEM, .....M-3. CONTACT BREAKER E FANT, BRK. HOSE . HEADLAMP(RESM) . +2 OIL TANK. 
REAR FENDERIRESM) |. 1-8 THANSMISSION ...... 0-6 COOLING FAN ....,C8 FRONT FENDER : He HEADLAMP(RESA} . D4 OPTIONAL 
: TRANSMISSION GASE .. 8.6. COUNTERWT, CUVER.B6 FANT. FRK, DAMPER . H- HDLMP. HOUSINGIRESM), . . OPTIONAL 
REAR SWINGING ARM TAOCHOID PUMP... ELECTRICAL . F-10 FRONT HUB . KICK STARTER . PRESSURE 
. AH HANDLE SWITCH TURN SIG, LAMPIRESA ENGINE MOUNT: B2 FUEL COCK 5 UH HANDLE SWIT RADIATOR 
CH. : : oleae 9 TURNSIG. LAMPIRESA!. F.6 ENGINE RH COVER FUEL TANK MASTER CYLINDER RAD. BUMPER 
CLUTCH RELEASE . waa 1.3 WATER PUMP “9 ENGINE LH COVER GEAR SHIFTING + OF METERING PUMP. . +&-3 RAD. SUB TANK 


FRAME < HANDLEBR.« 8 OIL COOLE 


FIG.34 TURN SIGNAL LAMP. (RESA) 
F3G.34 TURN SIGNAL LAMP. (RESA) 


Ref.No. Part Description 


35601-31660 LAMP ASSY, front turn signal 

35612-21010 

35613-03610 

0211$-03168 

09471-12006 12V, 230 


08322-21108 WASHER 


08321-21108 LOCK WASHER 


08312-11108 NUT 

35950-15010 REFLEX REFLECTOR, front 
08314-11058 NUT 

08321-21058 LOCK WASHER 

35603-31010 LAMP ASSY, rear turn signal 
35612-31010 sLENS “AMBER 
35613-03610 +GASKET 

02111-03168 «SCREW 

09471-12006 -BULB 

41542-37000 80SS, rear turn signal tamp 
38610-36610 RELAY, turn signal 
02412-06208 SCREW 

08321-21068 LOCK WASHER 

08322-21068 WASHER 

35970-15010 REFLEX REFLECTOR, rear 
08311-11058 =| NUT 


08321-21058 LOCK WASHER 


COMB. METERIRESM). E-6 4 GENERATOR MUFFLER. . 
COMB, METERIRESAD. £8 FRAME “COVER | - HANDLEBR..CONTROL CBI 8 IL COOLER 
CONTACT BREAKER. . E- FANT. BRK. HOSE. : HEADLAMPIHESAT: . . +2 OIL TANK 

COOLING FAN . 


ae CLEANER + REAR COMA. LMP,IRESA). STARTER CLUTCH 
AIMUNLET, EAR coma, LMP (RES, STARTING MOTO! 

: FENDER(RESM) STEERING STEM, 
BRAXE POL. FOOTAST, . G. REAR FENDER(RESM) .. 


C2 WHEEL ? 
oe WRNG. HARNS, F-9 


4 

Ca . FRONT FENDER . 5! HEADLAMPIRESA] .. . 4 OPTIONAL 
~86 FANT. FRK, DAMP 5 HDLMP_ HOUSINGI! mn OPTIONAL 
.F-10 FRONT HUB. . KICK STARTER PRESSURE AGLIR, ce. 

&2 FUEL COCK . 5 LH HANDLE SWITCH . 10 RADIATOR ., 
ENGINE AH COVER... #3 FUEL TANK... . G MASTER CYLINDER , RAD. BUMPER 
ENGINE LH COVER ..B-4 GEAR SHIFTING .,. . D- METERING FUMP “3 RAD, SUB TAN 


REAR SWINGING ARM TROCHOID PUMP . 

AH HANDLE SwiicH :8 TURN SIG, LAMPIRE: 
TURN SIG, LAMPIRESA), 
WATER PUMP 


eoGerauN 


F1IG.35 REAR COMBINATION LAMP (RESM) FIG.35. REAR COMBINATION LAMP (RESM) 


Ref.No. Part No. Description Q'ty Remarks 
: Mi 


35710-37611 from 35710-37610 


35712-37610 


LAMP ASSY, rear combination 
“LENS 
09471-12035 


“BULB 12V, .23/8W 


02111-06258. -*SCREW 
35765-15010. -CUSHION 
35766-15010.“ SPACER 


35970-31610 REFLEX REFLECTOR, r 


08321-21058 


LOCK WASHER 
08311-11058 NUT 
01142-06208 BOLT 
09160-06020 WASHER 
08311-11068 NUT 
08321-21068 LOCK WASHER 
08322-21068 WASHER 


_ 09308-07005 GRORMET 


AIR CLEANER, 

AIR INLET. 

BATTERY ana EF 
BRAKE POL-FOOTRST, . 
CALIPER, 


COMB. METERIRESM?, E- 
COMB. METERIRESA) . 
CONTACT BREAKER 
SOOLING FAN 
COUNTERNT. Cr 
ELECTRICAL , 


FRAME... ee ee 
FRAME COVER . 
FRNT. BRK. HOS! 
FRONT FENDER 


MUFFLER. 
O1L COOLE 
OIL TANK. 
OPTIONAL 
OPTIONAL 


GENERATOR . 
HANOLEBR.CONTAOL CBL 
HEADLAMPIRESM) 
HEADLAMPIRESA) . 
HOLMP, HOUSINGIA! 

KICK STARTER . 


REAR COMB, LMPIRESAD, 
REAR COME, LMP. RESM| 
REAR FENDER{RESMS . . t. 
REAR FENDERIRESM) . 
REAR HUB . 

REAR SWI 


STARTEACLUTCH.... 
STARTING MOTOR... , 
STEERING STEM. 
TRANSMISSION 
TRANSMISSION 
TROCHOID PUMP , 


FRNT. FRK. DAMI 
FRONT HUB . 


INOGtNG 
RH HANOLE SWITCH . 
SEAT... : 
STAND .. 


mNBOTMO 
GORRUNA 


TURN SIG. LAMPIRESM). F/ 
TURN SiG. LAMP(RESA), 
WATER PUMP 


on 
oa 


ENGINE MOUNTING 
ENGINE RH COVER 
ENGINE LH COVER 


FUEL COCK 
FUEL TANK . 
GEAR SHIFTING 


PRESSURE AGLTAL 
RADIATOR .. 3 
RAD. SUMPER . 
RAD. SUB TANK 


LH HANDLE SWITCH 
MASTER CYLINDI 
METERING PUMP 


FIG.36 © REAR COMBINATION LAMP (RESA) 


Ref.No. Part No. Description 


35700-37820 LAMP ASSY, rear combI nation 

35712-27660 *LENS 

35718-33110 “SOCKET 

35765-15010 “CUSHION \xZ0x8.2 
35766-15010 “SPACER. Tl 0x8 
35765-27691 “CUSHION : 4, 5x12K6 
02111-04208 “SCREW 

35715-27691 “HOUSING 

09471-12035 BULB 12V, 23/84 
01412-06208 BOLT 

09160-06020 WASHER 

08321-21068 LOCK WASHER 

08311-11068 nuT 


08322-21068 WASHER 


AIR CLEANER , REAR COMB, LMPIRESA}, F.8 STARTER CLUTCH ....0-2 COMB. METERIRESAN.E6 FRAME... ......., 6. GENERATOR €4.: MUFFLER. .... G 7 
AIR INLET, . REAR COMB, LMP.IRESM). F.7 | STARTING MOTOR 2 COMB. METERIRESAD . FRAME COVER . : HANDLEBR.CONTROL CBL.. 1.8” OILCOOLER ... C7 WANG. HARMS, F.9 
BATTERY |. REAR FENDERIRESM) .. 1.7 STEERING STEM, CONTACT BREAKER. . FANT. BAK, HOSE HEADLAMP(RESM) , F.2 OIL TANK 
BRAKE PDL-FOOTAST. REAR FENDERIRESM) | TRANSMISSION «+05 COOLING FAN ,.... -B FRONT FENDER x HEADLAMPIRESA) | OPTIONAL . 
CALIPER. . TRANSMISSION CASE. B-§ | COUNTERWT, COVER. FRNT. FAK, DAMPER | H. HOLMP. HOUSINGIR 3 OPTIONAL 43 
CARBURETOR , . | ; 3 TROCHOIO PUMP c. ELECTRICAL . FRONT HUA KICK STARTER . : PRESSURE RGLTA.C-S 
. CSE. TURN SIG, LAMPIRESM?, F. FUEL COCK LM HANDLE SWITCH RADIATOR 
CLUTCH. : EAT. -9. TURN SIG. LAMP(RESA) FUEL TANK MASTER CYLINDER AAD, BUMPER 
CLUTCH RELEASE | : : 1G-3 WATER PUMP ENGINE LH COVE METERING PUMP : AAD, SUB TANK, 


FIG.37 WIRING HARNESS 
RefNo. Part No. Description Remarks 


36610-37001 WIRING HARNESS (A) from 36610-37000 
36620-37002. . WIRING HARNESS - (8) : : from 36620-37001 ° 
36620-37990 WIRING HARNESS (B) 
36630-37002 WIRING HARNESS (C) from 36630-37001 
09407-16301 CLAMP 
09407-11302 CLAMP 
09462-00056 BAND 
09404-08405 CLAMP 

* 09404-06402 CLAMP. 


J ped, 09408-00013 CLAMP 
Se en 
oe opt he 


36691~37990 COVER, coupler 

36683-37001 PLATE, coupler holder (c) 3 from 36683-37000 
36740-31241 FUSE ASSY from 36740-31210 
09481-20001 * FUSE 20A 

36791-25001 HOLDER, fuse case 

51900-33810 LOCK ASSY, steering 

02111-05257 SCREW 

08321-21058 LOCK WASHER 

08321-21068 LOCK WASHER 

08322-11068 WASHER 

02112-06258 SCREW 


36852-34000 LEAD WIRE, headlamp with 36020-37001 


COM8, METERIRESM). E-! FRAME. ....-0--5. G2 GENERATOR... ... 
COMB. METERIRESAD . E+ FRAME COVER 5 HANDLEBR.-CONTROL Ce 
CONTACT SREAKER. . E-4 © FRNT. BRK. HOSE | HEADLAMPIRESM) . 
COOLING FAN FRONT FENDER . f HEAODLAMPIRESA} ., 
COUNTERMT, CI 6  FRNT. FRK, DAMPER | H.-. HDLMP. HOUSINGIAE Sari 
ELECTRICAL .. FRONT HUB .. c KICK STARTER . 
ENGINE MOUNTING FUEL COCK 5 LH HANDLE Switcy , 
ENGINE AK COVER... FUEL TANK .. : MASTER CYLINDER 
ENGINE LH COVER . . B: GEAR SHIFTING -7 METERING PUMP. 


REAR COMB. LMP,(RESA} , STARTER CLUICH .... 
STARTING MOTOR 


ONNOBOIMGD 
WAARMAGAUNN 


B23 
87 

ES REAR FENDERIRESM) . . 1. STEERING STEM. , 

. Gt REAR FENDERIRESM) TRANSMISSION .., 

eee +t? TRANSMISSION CA: 

CARSURETOR . . 88 TROCHOIO PUMP , 


CHN, CSE ~SHOCK ABSABA. 1-6 TURN SIG. LAMP(RESM). F-! 
CLUTCH D3 . -9 TURN SIG. LAMPIRE: 
4 3 WATER PUMP 


F1G.38° ELECTRICAL 
F1G.38 ELECTRICAL 


Ref.No. Part . No. Description t Remarks 


33240~37081 SWITCH ASSY, vacuum 3 2 ,. from 33240-37030 
01112-05168 BOLT 
08321~21058 LOCK WASHER 


33250~37000 SPACER. a use ‘for 33240-37030 


33260-37000 GROMMET . 
37140-37014. SWITCH, Ignition ° ¢ trom 37110-37013 
37110-37990 SWITCH, Ignition | 

37610-53011 SWITCH, stop lamp 

09443-06012 SPRING 

38500-37032. KORN from 36500-37031 
38590-37000. BRACKET, horn 

01122-08128 BOLT” 

08321-21088 +. LGCK WASHER 

08312-11088. NUT 


38710-37022 RELAY ASSY from 38710-37021: 


AIR CLEANER 
AIR INCET, 
BATTERY 


REAR COMB. LMP, Renal: 


REAR FENDER(RESM) 
REAR FENDERIRESM) 


STARTER CLUTCH COMB, METERIRESM), : MUFFLER. . 
STARTING MOTO! COMB. METERIRESA}. €-8 FRAME COVER . : OIL COOLER 
STEERING STEM, 3 | CONTACT BREAKER. . E44 FRNT, BRX. HOS: ; HEADLAMPIRESM: |, 2 ONL TANK 
TRANSMISSION . 5 COOLING FAN FRONT FENDER ....H- HEAOLAMPIAESAL | © OPTIONAL 
TRANSMISSION CASE }5 . COUNTEAWT, COVER. FRNT..FRK. DAMPER ; H. HOUMP, HOUSINGIRESM). ‘3 OPTIONAL 13 
TROCHOID PUMP, . 5 ELECTRICAL... F.10 FRONT HUB . KICK STARTER . PRESSURE RGLTA cs 
TURN SIG, LAMPIRESM). &-5 . ENGINE MOUNTING. .82 FUEL COCK - LH HANDLE SWITCH RADIATOR . 

TURN SIG, LAMP(RESA! : ENGINE RH COVER FUEL TANK . MASTER CYLINDER AAD, BUMPER 
WATEA PUMP : ENGINE tH COVER .. GEAR SHIFTIN Z METERING PUMP | - AAD. SUB TANK 


99-or-omap 
bGQPa* snus 


CARBURETOR 
CHN. CSE.-SHi 
CLUTCH 

cured RELEASE 


eas 
gezssEet 


oo 
aoe 


AIR CLEANER: REAR COMB, LMP.(RESA}, F-8 STARTER CLUTCH 
REAR COMB. LMP.IRESM), F-7 STARTING MOTO! 
REAR FENOERIRESM) STEERING STEM. 
REAR FENDERIRESM) - TRANSMISSION | 
REAR HUB . .9 TRANSMISSION C. 
REAR SWING! 5 .TROCHOID PUMP... . 
CHN, CSE.~SHOCK AgSRB! AH HANDLE SWITCH, -9 TURN StG. LAMP(RESM). 
CLUTCH oe, x T seess s+ GQ" TURN SIG. LAMPIRESA), 
CLUTCH RELEASE . . : 3 WATER PUMP ....... 


9 


COMB. METERIRESM) . E-6 GENERATOR... MUFFLER, 
COMB. METERIRESA) . E-8 MANDLEGR..-CONTROL Of COOLE 
CONTACT GREAKER, . E-4 HEADLAMP(RESM] ,, . OIL TANK, 
COOLING FAN .....C3 FRONT FENDER H.5  HEADLAMPIRESA} . . 4 OPTIONAL 
COUNTERWT, COVER. 8-6 FANT. FAK, DAMPER .H-2  HOLMP. HOUSINGIRE! +3 OPTIONAL 
ELECTRICAL ....,.F-10 FRONT HUB......-H6 KICK STARTER..,. 9. PRESSURE AGLT 
ENGINE MOUNTING..B2 FUEL COCK ..,...G7 LH HANDLE SWITCH ..... H- RADIATOR ..... 
ENGINE RH COVER , . 6-. FUEL TANK....... G5 MASTER CYLINOER ... <4 RAD. BUMPER ,, 
ENGINE LH COVER , . B- GEAR SHIFTING .... 0-7 METERING PUMP .... RAD, SUB TANK..,.C-10 


WHEEL... ., H-7 
oe WANG, HARNS, F-9 


2 
7 
Iz 
3 


orm 


if 

C. 
Cc 
4 


6 
vW 
7 Bi 


QOproaore 
CAARBOONN 


FIG.40 STAND : FIG.40 STAND 


Ref.No. Part No. Description ; itty Remarks 
A 
I-1 42100-37000 STAND, center lo- Tt L:283 
to 42100-37001 
1-2, 42100-37001 STAND, center - | L:278 


2 42210-37000 SPACER tot 


3 42251-37000 HOOK, spring 1ot 
4 04111-30308 COTTER PIN It 
5 09443-16005 SPRING I$ 
6 09321-10001 CUSHION e 22 
7 011#2-06408 BOLT tot 
8 08322-21068 WASHER pol 
9 08321-21068 LOCK WASHER 1 ot 
10 08311-11068 NUT : tot 
it 42310-37000 ' STAND, prop 4 
42 09443-14005 SPRING tol 
13 09100-10067 SOLT 4 
14 08312-31108 NUT (ot 
15 09320-07001 CUSHION io 


16 42330-37000. -- ‘BRACKET an) 


= 7 09100-10007 BOLT 3.3 
18 08321-21108 LOCK WASHER 3.3 
19 08312-31108 NUT 3.3 


Rep e (41 REAR COMB, LMPIRESA), F-8 STARTER CLUICH...,0.2 COMS. METERIRESM}. _Gz.° GENERATOR........ MUFFLER | - aie 
-7, REAR COME, LMP.IRESM). F-7 STARTING MOTOR . 2 COMB, METERIRESA FRAME COVER , HANDLEBA.CONTROL C lL CoOLE! : i 
REAR FENDERIRESM) 7 STEERING STEM CONTACT BREAKER. .E-4 . FRNT, &RK. HOS! HEADLAMP(RESM) , . OIL TANK, 
REAR FENDERIRESM} 8 TRANSMISSION COOLING FAN . -B FRONT FENDER . HEADLAMPIRESA) . OPTIONAL 
REAR HUB 9 THANSMISSIONCASE ..B.5 COUNTEAWT. COVER.6-6 FANT. FRK, OAMPER .H-z " HOLMP. HOUSINGIRESM) 3 OPTIONAL - 
REAR SWINi 8 TROCHOID PUMP : ELECTRICAL , 2.10 FRONT HUB ....... H6 KICK STARTER... .9 : PRESSURE AGLTA.C-S 
RH HANDLE SWITCH... 4.9 TURN SIG, LAMPIRESM), ENGINE MOUNTING F UH HANOLE SWITCH RADIATOR . vW 
SEAT 5 o.cesicd es siee & TURN SIG. LAMPIA! ENGINE RH COVER ..8-3. FUEL TANK MASTER CYLINDER RAD. BUMPER , 


STAND . y +3. WATER PUMP .. ENGINE LH COVER GEAR SHIFTING .... METERING PUMP, . -3 . RAD. SUB TANK 


AIR CLEANER . 


CARBURETOR . 


CHN, CSE.-SH! 
CLUTCH 1. 
CLUTCH REL! 


FIG.39. FRAME 


REAR COMB. LMP.IRESAI. 
REAR COMB. LMP.IRESM), 
REAR FENDERIRESM) .. 
REAR FENDERIRESM! 
REAR HUB 

REAR SWINGING ARM . 
AK HANDLE SWITCH 
SEAT.... 

STAND |. 


FB 
7 


“7 
1B 
9 
Ss 
Ha 
Ge 
G3 


STARTER CLUTCH 
STARTING MOTOR 
STEERING STEM, . 
TRANSMISSION .. . 
TRANSMISSION CASE ., 


TURN SIG, LAMPIRESM}, F- 
TURN SIG. LAMPIRESA), F 


D. 
E. 
1. 
o- 
B. 


OHPRHAENA 


COMB, METER(RESM) 
COMB. METERIRESAI, 


CONTACT BREAKER. . E- 


COOLING FAN .. 
COUNTERNT, Ci 
ELECTRICAL .. 
ENGINE MOUNTIN! 


ENGINE RH COVER ,. 


ENGINE LH COVER... 


Ref.No. Part No. 


F1G,39 ° FRAME 


Description 


‘ 41100-37000-019 FRAME 


2 41590-37000 
3 01122-08608 
4 08322-11088 
5 08321-21088 
6 08312-11088 
7 41594-37000 
8 01122-08608 
9 01122-08708 
10 08312-11088 
Ul 08321-21088 
12 08322-11088 
13 41596-37000 
4 09400-10092 
(5 09159-10011 
16 08322-11108 
i7 41598-37000 
18 41599-37000 
19 01122-08208 
20: 08322-11088 


2t 08321-21088 


FRAME COVER ., 
FRNT. ARK. HOSE 
FRONT FENDER . 
FRNT. FRK. DAMP! 
FRONT MUR. 

FUEL COCK 

FUEL TANK . . 
GEAR SHIFTING .... 


PLATE, engine mounting (1) 
BOLT 

WASHER 

LOCK WASHER 

NUT 

PLATE, engine mounting (2) 
BOLT 

BOLT 

NUT 

LOCK WASHER 

WASHER 

PLATE, engine mounting (3) 
BOLT 

NUT 

WASHER 

PLATE, engine mounting (4) 
PLATE, engine mounting (5) 
BOLT 

WASHER 


LOCK WASHER 


-39- 


GENERATOR E4 MUFFLER 
HANOLEBA.-CONTROL CAL., HS 
HEADLAMPIRESM} , . 
HEADLAMPIRESA) . 
HOLMP. HOUSINGIR' 
KICK STARTER ... 
LH HANDLE SWITCH 
MASTER CYLINDER . 
METEAING PUMP 


- N te 
NON ON 


N NON 


Olt COOLER 

ONL TANK, 
OPTIONAL 

OPTIONAL 3 
PRESSURE RGLTA.C 6 
RADIATOR . 
RAD, BUMPE: 
RAD, SUB TAI 


trom 09159-10001 


G2 


7 08311-11068 
B': 43300-37000 
9 09440-09004 


it 09450-06001 
12 08322-21058 
{3 04411-20208 
4 08322-21068 
15 09200-06013 
16 43600-37000 
17 23700-37000 
18 43510-57000 
19 43521-31260 
20 43551-26000 
21 04221-12607 
22 69104-12101 
23 08321-21128 
24 01221-08357 


25°, 08321-21088 


RES 


COMB. METERIRESM. £6 FRAME... 
COMB. METERIRESA!. E-8 FRAME COVER 
CONTACT BREAKER... E4 FANT. BRK. HOSE 
COOLING FAN . C8 FRONT FENDER .. || 
COUNTEAWT. COVE FANT, FRK, DAMPER 
ELECTRYAL .... FHONT HUB . 


AIR CLEANER 11 REAR COMB. LMP.{RESA. STARTER CLUICH 
-7 REAR COMB. LMPIRESM). F-7 STARTING MOTOR 
REAR FENDERIRESM) -7 STEERING STEM, 
REAR FENDERIRESM) |. TRANSMISSION . 
CALIPER. - REAR HUB ,.... TRANSMISSION CASE . 
CARBURETO! - REAR SWINGING ARM TROCHOID PUMP . . 
Al HANDLE SWITCH . TURN SIG, LAMP(RE: 
SEAT. 9 TURN SiG. LAMP(RESAN, F- 
STANO | “3 WATER PUMP 2... 07. 


™o90zrmMO 
DoOraRAGND 


ENGINE MOUNTING 2 FUEL COCK 
ENGINE RH COVER +3 FUEL TANK . 
ENGINE Lrt COVER GEAR SHIFTING . 


FIG.41.. BRAKE PEDAL - FOOTREST 


Ref.No. Part No. Description wey Remarks 
Eee 
1 43110-37000 PEDAL, brake 14 

2 43120-37000 ARM, rod t.$ 

3 01$22-08308 BOLT ot 

4 08324-21088 LOCK WASHER 44 

5. 09443-14003 SPRING 1 os 

6 09100-06009 BOLT tot 


10° 09209-13003 


NUT fn 3f 
ROO ASSY, rear brake tol 
“SPRING tt 
“PIN Io 
“NUT ot 
“WASHER tel 
“COTTER PIN 14 
“WASHER tot 
“PIN tic 
FOOTREST, piflion RH ot 
FOOTREST, pitlion LH rit 
FOOTREST BAR, tront RH tot 
FOOTREST SAR, front LH 1ot 
RUBBER, front footrest 22 
BOLT tot 
BOLT tot 
LOCK WASHER 1 2 2 
BOLT . tod 


LOCK WASHER tol 


GENERATOR... . oe 
HANOLEBR.CONTROL CBL.. 
HEADLAMPIRESM) 
HEADLSMPIACEAL 

HOLMP, HOUSING 

KICK STARTER . 


MUFFLER : ? 
OIL COOLER WANG, HARNS. F9 
OW" TANK - e . 
OPTIONAL . 

OPTIONAL . 

PRESSURE 


=nGsNnwd| 


3S 


tH HANOLE Swi 
MASTER CYLINDER . 


RADIATOR . 
RAD. BUMPER . 


Orgran 


- ie 


METERING PUMP . 


FIG.42 FUEL TANK 


FIG.42 FUEL TANK 


Ref.No. Part. No. 


| 44110-37000-796 


Description 


TANK, fuel 


Remarks 


2 68117-37000-742 «TAPE, striping center 

3 68115-37000-742 -TAPE, striping RH to 68100-37810-742 

4 68125-37000-742 -TAPE, striping LH 

5 44276-37000 “CUSHION, front cover 2 ei S 
6 44110-37000-01A TANK, fuel tie 
7 68$17-37000-019 -TAPE, striping center 20- 

8 68145-37000-019 -TAPE, striping RH Ie to 68100-37810-019 

9 68125-37000-019 «TAPE, striping LH ie 

10 44276-37000 -CUSHION, front cover 2- 

Ils 44110-37900-019 TANK, tuel - 1} 

12 68100-37820-998 -TAPE SET =. 1 

13 44276-37900 “CUSHION, front cover - 2 


14 44270-37000 COVER, fuel tank tront tol 


15° 01112-06108 BOLT 2 2 
16 08321-21068 LOCK WASHER 2 2 
17 08322-11068 WASHER a2 
18 44280-37010 LOCK ASSY, front cover it 
19 09446-17001 SPRING an) 
20° 02111-05108 SCREW to 
21 U8321-21058 LOCK WASHER an) 
22 44210-26200 CAP, fuel filler ae eae 70000 
23° 44248-12000 GASKET tod 
24 © 68111-31200 EMBLEM ; 252 from 68111-37000 
25° 09148-04005 NUT a4 


RES -42- = G 
; RES ~42-1- i 5 


AIR CLEANER +19 REAR COMB, LMP,(HESAD. 
AIH INLET. 7 REAR COMB. LMP.IRESM}. 
REAR FENDERIRESA 
REAR FENDERIRESM) .. 
REAR HUB... 
REAR SWINGING A 


COMB. METERIRESM?. EG FRAME... 26. 
COMB. METERIRESA). EB = FRAME COVER 
CONTACT BREAK £4 | FRNT, BR. HO! 
COOLING FAN . 4 FRONT FENDER 
COUNTERWT. CO’ -G ° FANT. FAK, DAMPER . 
ELECTRICAL 40 FRONT HUB... H 


GENERATOR . - 

HANDLEBA..CON 

HEADLAMPIRESM) 

HEADLAMPIRESAL . 

HOLMP, HOUSINGIRESM), .. 3 OPTIONAL 

KICK STARTER .. PRESSURE Ri 

2 FUEL COCK . . LH HANOLE SWITC! 10 RADIATOR 

3 FUEL TANK.. MASTER CYLINGER RAD. BUMPER .., 
4 GEAR SHIFTING METERING PUNP . RAO. SUB TANK, 


STARTER CLUTCH 
STAATING MOTO! 
STEERING STEM. . 
TRANSMISSION . 
TRANSMISSION C. 
TROCHOID PUMP . 
AM HANOLE SWITCH |! TURN SIG, LAMP(RESM}, 
aa SEAT... 246 .G TURAN SIG. LAMPIRESAL, 
CLUTCH RELEASE STAND . “3 WATER PUMP... 


ENGINE AH COVER . . 
ENGINE LM COVER . . 


onnosozmo 
CORRORUNN 


c 
8 

.F 

ENGINE MOUNTING , . e 
B 


FIG.42 FUEL TANK 


_Ref.No, Part No. Description 


M 
26 4454 }~37000 CUSHION, fuel tank rear bod 
09329-10007 CUSHION, front 2 2 
09462-00049 BAND tot 
09329-10009 STOPPER 2 
34810-37011 GAUGE ASSY, fuel level - 
34810-37032 GAUGE ASSY, fuel level \ 
34825-35310 *O RING l 
Olls1-05128 BOLT 
09168~05009 GASKET from 09168-05008 


68364-37610 LABEL, fuel 


44290-37000 HOLDER, front cover 


O14t2~05108 BOLT 
08321-21056 LOCK WASHER 


08322~11058 WASHER 


RES 


FRAME 5 GENERATOR, ..... MUFFLE C2 ween. .. HF 
FRAME Cr : HANDLEBR.CONTROL CHL. DIL COOLER... C7. WANG HARNS. F 9 
FANT. BAK, HOSE | | HEADLAMPIRESM)...,... 6:2 OIL TANK... . 8 . 
FRONT FENDER 5 HEADLAMPIRESA) 2 OST OwaL 

FANT. FAK, DAMPER HOLMP. HOUSINGIRESM| “2 OPTIONAL 

FRONT HUB - KICK STARTER | PRESSURE 

FUEL CocK LH HANDLE svt RADIATOR 


COMB, METERIRE 


AIR CLEANER |... + B11 REAR COMB. LMP(RESA) STARTER CLUICH 
- +8 COMB, METERIRESA 


REAR COMB. LMP.IRESM STARTING MOTOR 

KEAR FENDERIRESM} STEERING STEM. 

REAR FENDERCRESM) “TRANSAISSIUN, E 
TRANSMISSION CASE - 
TROCHOID PUMP |. 
TURN SIG, LAMPIRE 
TURAN SIG, LAMPIRESAI 
WATER PUMP... 


CONTACT BREAXER. . 
COOLING Fars... .. 
COUNTERWT. COVER . 
ELECTRICAL ,.. 
ENGINE MOUNTINI 
ENGINE AH COVER 
ENGINE LH COVER: 


3S 


FUEL TANK . MASTER CYLINDER . Rad. BUMPER | 
GEA SHIFTING ~ DO. METERING PU 


Babul t-F tal] 
CARTE ENN 
SUN HDA ES! 


F1G.43 FUEL COCK 
FIG.43. FUEL COCK 


RefNo. Part No. Description ; 0 Remarks 


44300-37052 COCK ASSY, fuel from 44300-37051 
44322-31050 “FILTER 

44548-31050 *0 RING 

44341-33150 “GASKET from 44376-33150 
01112-06208 BOLT 

09168-06010 GASKET 

09343-07030 HOSE, fuel (1) 

09401-11403 CLIP 

09343-07029 HOSE, fuel (2) to 09343-07030 


09401-11403 CLIP 


RES -g3- 


COME, METERIRESMD FRAME whee GENEAATOA....,....,.€ 
COMB. METERIRESA) . FRAME COVER 1. HANDLEBR. CONTROL CBL,. 
CONTACT BHNEARER FANT. HAM. NOSE 2, HEADLAMPIRESM) 20... 
COOLING Fan . FRONT FENDER MEADLAMPIRESA 
COUNTERWT. CO! FANT. FAK. DAMPE HOLMP, HOUSINGIA! 


STARTER CLUTCH... 
STARTING MOTOR 
STEERING STEM. 
SRANSMISSION _. . 
TRANSMISSION CASE 


AIR CLEANER... 2... 
AIR INLET 2 


onus 
azgins 


CARBURETOR... 1... 
CHN, CSE,.SHOCK ABSHER, 
ChLUICH . 

CLUICH RELEASE 


Al TROCHOID PUAIP | 
AW HANDLE SWITCH. TURN SIG. LAMPIRESM)_ 
TURN SIG. LAMPIRESA?. 
WATER PUMP 


ELECTAICAL . 2... FRONT HUB... KIGY STARTER. |. 

ENGINE MOUNTING . . FUEL COCK sohce LH HANDLE SWITCH . F RAOIATOR . 
ENGINE AH COVER..B-3. FUEL TANK. ¢ MASTER CYLINOER RAO. BUMPER 
ENGINE tH COVER .. GEAR SHIFTING .... METERING PUMP |. RAD. SUg TAN 


Sorararse 
SAP PEDONN 


ao 
ann 


FIG.44 OIL TANK - 


FIG.44 OIL TANK 


Ref.No.. Part No. Description 


44611-37000 TANK, olf 
44651-05000 CAP, of | filler 
44600-3582) CAP GASKET SET. from 44600-35820 
09100-06039 BOLT 
a 09160-06C'7 WASHER 6. 5x18x1.6 


09320-10008 CUSHION 
09180-06030 SPACER 


08321-21068 LOCK WASHER 


"09180-06026 SPACER 6.8x10x18 
34830-37910 GAUGE, olf level 
68171-37000 EMBLEM : "RE OFL" 


; RES 


COMB, METERIAESM. EG GENERATOR €-4 WUFFLER WHEEL... . 47 
COMB. METERIHESA). £8 FRAME COVER HANDLEBR.CONTROL CAL..H8 VIL COOLER . “7 WANG, KAANS. F 9 
CONTACT BREAKER... E4 FANT. @RK, HOSE , .. #-. HEADLAMPIRESM) , .. F = 
COGLING FAN... - © FRONT FENDER HEAOLAMPIRESAL , 

COUNTERST, COV! FRNT. FAK. DAMP! HMOLMP, HOUSINGIHE:! OPTIONAL 

ELECTRICAL 10 FAONT HUB KICK STARTER, ...., PRESSURE RGLTR 

ENGINE MOU! 2. FUEL COCK - 2H tIANDLE SWHTCH . .MAIG AADIATOR +S 

ENGINE RW COVER... FUEL TANK : MASTER CYLINDER |. . RAD. BUAIPER 

ENGINE L4 COVER ., GEAR SHIFTING =. - METERING PUMP... 


AIR CLEANER STARTER CLUICH 
4 | . STARTING MOTOR 
REAR FENDERIRESMI . STEERING STEM. 
REAR FENDERIRE llaen TRANSMISSION 
: REAR HUB... THANSMISSION CASE 
CARBURETOR... REAR SWINGING 
CHN, CSE_-SetOCK Al 
CLUTCH. . TURN SIG. LAMPIRESAL. 
CLUTCH RELEASE . 4 : 1G-3 WATER PUMP 3 


arn eormo 
DARPERENN 


FIG.45 . SEAT : 
FIG.45. SEAT 


angen iS 
Ref.No. Part “No. Description 3 : oy Remarks 
——————————————— ee 
# * |. 45100-37001-403 SEAT rt {rom 45100=37000-403 
>» 2. 99200-06018 ©. PIN 22 : 
3 04111-20158 COTTER PIN 252 
4 09321-08006 CUSHION 4.4 
ie 5 — 09321~10001 CUSHION 22 
6. , 45213-36200 PLATE, clamp guide | 
7 01112-0628. BOLT 22 : 
8. 08321-21068 LOCK WASHER 22 4 
9 - 08322-21068 WASHER 22 
10. 95700-36811 SEAT / HELMET LOCK Set ti from 95700-3681 | 


11 09800-00144 - TOOL ASSY rt 
12 41550-37000. HOLDER, tool M4 


13 02111-06128. SCREW 22 
14 08321-21068 = LOCK WASHER 22 
15° 41411-37000 GRIP, frame handle rt 


COMB, METERIRESM GENERATOR 

COMB, METERIRESA), £8 FRAME COVER . «GG HANOLEGR.CONTAOL Cal, 
CONTACT BREAKER. .E4 FANT. BRK. HOSE HEADLAMP(RESM) . . 
COOLING FAN . FRONT FENDER . HEADLAMPIRESA) 
COUNTERWT, CO 6 FRNT. FRK. DAMPE MOLMP. HOUSING(RI 
ELectaca. >, F130 FRONT HUB... KICK STARTER . 

ENGINE MOUNTING. .82 FUEL COCK Ge tH HANDLE SWITCH 
ENGINE AH COVER,, BJ FUEL TANK . .G: MASTER CYLINDER . 
ENGINE LH COVER |, 84 GEAR SHIFTING ..... D- METERING PUMP | 


AIR CLEANER ......... 8-31 REAR COMB. LMP{HESA 
8. REAR COMB. LMP.{RESM) , 
REAR FENDERIRESM) | 
REAR FENOLRIACSM) 
is REAR HUB 
CARBURETOR . 6.8 “REAR SWING! 
CHN. CSE.~SHUCK ABSRBR, 1-6 “AH HANDLE SWITCH . 
cLutcnH ... +O3 SEAT,... 
CLUTCH RELEA: 


STARTER CLUTI 
STARTING MOTO? , 
STCEAING STEM, |. 
TRANSMISSION - 
TRANSMISSION CASI 
TROCHOID PUMP 
TURN SIG. LAMPIRE SMI. 
TUAN SIG. LaMPiRESAs. 
WATER PUMP | 


MUFFLE! YRHEEL.. “7 
OW COOLER ... C7 WANG HAANS. FS 
Ol, TANK = * 
OPTIONAL 

OPTIONAL 

PRESSURE 

RADIATOR . 

RAD, BUMPER . 

RAD, SUB TANK 


Fear Le 
orme 
WOTRTRUNN 


-) 


blauanaalyt 


gare 
bow 

rom 
OLTOpars 


a 
a 


FRAME COVER 
FIG.46. FRAME COVER 


RefNo. Part’ No. Description 


t-1 479b-32000-01A COVER, frame RH 
47¢11-37000-756 COVER, frame RH 


47111-37000-019 COVER, frame RH 


47130-35101 KNOB. trom 47133-33100 


09 152-06002 STOPPER 

68141-37000 EMBLEM 

09148-03004 NUT 

68363-26200 LABEL, Company name 
A724 1-+37000-01A COVER, frame LH 
47211-37000-796 COVER, frame LH 
47211-37000-019 COVER, frome LH 
09160-06007 WASHER 6.5K 16x16 
02145-06307 SCREW 

68141-37000 EMBLEM 

09148-03004 NUT 


68363-26200 LABEL, company name 


-46- 


a 


COMB, METERIRESM) . 
COMB. METERIRESAD . 
CONTACT BREAKER, 
COOLING Fan . 
COUNTERWT, CO 
ELECTRICAL . 
ENGINE MOUNTING 
ENGINE RN COVER 
ENGINE LH COVER .., 


+G GENERATOR . 
FRAME COVER }: HANOLEBR. CON 
FANT. BRK. HOSE ... HEADLAMPIRESM} . 
FRONT FENDER ... , H. HEADLAMPIRESAI 
FANT. FAK, OAMPI B HOLMP, HOUSING 
FRONT HUB . KICK STARTER . 
FUuGL COCK - LH HANDLE Swi 
FUEL TANK Gs MASTER CYLINDER , 
GEAR SHIFTING ~ O- METERING PUMP... 


AIR CLEANER 2.0.4, 7 AEAR COMB, LMP(RESA}. F.8. STARTER CLUTCH . 
oe REAR COMB. LMP. (RESO +7. STARTING MOTOR . 
REAR FENDERIACSM) , . t- STEERING STEM, 
FEAR FENDERIR ESM) TRANSMISSION 


MUFFLER. - EL HI 
Olt, COOLER . AANS. 
OIL TANK, aepenesee 
OPTIONAL 

OPTIONAL 

PRESSURE 

RADIATOR 

RAD, BUMP! 

RAD. SUB TANK, 


3 
Lovee alD> 


4 TURN SIG. CAMPIRESAT, 
G-3_ WATERPUMP .., 


orronrsrms 


rer 
oe 


oprnsormo 
BAAR BONN 


AIR INLET. 2. 


BATTERY 


BRAKE POL-FOOT! 


CALIPER. . 


cH 
CLUTCH R 


eieAse’. 


a —— 
REAR COMB. LMP, IRESA} . F-i 


REAR COMB. LMP, (RESM). 
REAR FENDER(RESM) 
REAR FENOERIRESM) 
REAR HUB....... 
REAR SWINGING ARM 
AH RANDLE SWITCH 


F. 
1 
i 
ts 
1 


STARTING MOTOR 
STEERING STEM, . 
TRANSMISSION . . 
TRANSMISSION CASI 
TROCHOID PUMP , 
TURN SIG. LAMPIRESM) 
TURN SIG. LAMPIRESA} 


“WATER PUMP ..... 


COMB, METER(RESM). E-6 
COMB, METERIRESA}. E-8 
CONTACT BREAKER. . E 
COOLING FAN .....5 
COUNTERWT, COVER . 


ENGINE MOUNTING 
ENGINE AH COVER... 
ENGINE LK COVER .. 


4 

8 

+6 
ELECTRICAL .... 10 
1-3 

4 


FRAME COVER . 
FANT. BRK, HOSE 
FRONT FENOER 
FRNT. FAK, DAMPER 
FRONT HUB . . 
FUEL COCK . 
FUEL TANK... 
GEAR SHIFTING . 


GENERATOR. ....-..4- 
HANDLEGR.CONTROL CBL. 
HEADLAMP(RESM} . . « 
HEADLAMPIRESA) 

HDLMP, HOUSINGIRESM! 
KICK STARTER . 

LH HANDLE SWIT! 

MASTER CYLINDER . 
METERING PUMP . 


MUFFLER - 

OIL GOOLE! 

OIL TANK... 
OPTIONAL . 
OPTIONAL ....- 
PRESSURE RGLT' 
RADIATOR . 
RAD, BUMPER 
RAD. SUB TANK. 


FIG.47 FRONT FORK: DAMPER 


FIG.47 FRONT FORK. CAMPER 


Ref.No. Part - No. Description : . Remarks 
it A id 


51103-37030 CAMPER ASSY, front fork RH tot 

51104-37030. DAMPER ASSY, front fork LH tot 

5tt31-31230 “OUTER TUBE, RH 

51141-31230 “OUTER TUBE, LH 

51 15334730 tOlL SEAL 

51156-31230 *RING, olf seal. stopper to 51156-31231 
51572-31230 COVER 

51571~31230 -DUST. SEAL 

51110-31230 +INNER TUBE - from 51110-31251 


Nn 


51351-31030. BOLT 
51181-31030 -O RING 
51171-37030 «SPRING, $ 


NON NS 


51192-37030 *PLATE 


ce] 


51184-37030 “SPRING, L 
51196-31230 “RING, piston 
51146-37030 “SCAT, under 
51195-31230 “PIECE, of! lock 
$1147-31030 “BOLT 

51148-31030 -GASKET 

51132=31030 “HOLDER, front axle 


08322-21088 +WASHER 


fF FN NY NN NW 


08321-21088 «LOCK WASHER * 
08311-11088 oNUT 


b 


51183-33030 *GASKET, drain plug 


02111-04067 » SCREW 


REAR COMB. LMP.ARESA}, STARTER CLUTCH..,,0:2, COMB. METERIRESM). £6 . Ge GENERATOR 4 MUFFLER, 
REAR COMB. LMP.(RE5M| STARTING MOTOR . COMB, METERIRESA). £8 | FRAME COVER | .G HANOLEBR.. eonTRoL | cal 4 iL COOLE! 
REAR FENOERIRESM) STEERING STEM, CONTACT BREAKER... E-4 | FRNT, BRK. HOSE . HEADLAMP(REEM i OIL TANK 
REAR FENDERIRESM) |, . 1. TRANSMISSION . COOLING FAN , FRONT FENDER . HEADLAMPIRESAT OPTIONAL | 
REAR HUB att TRANSMISSION CASE : COUNTERWT. CO! 6° . 5 HDLMP, HOUSING( OPTIONAL 
REAR SWINGING ARM TROCHOID PUMP . . ELECTHICAL .. oF. FRONT HUB... + He KICK STARTER }! PRESSURE 
RH HANDLE SWITCH . 9 TURN SIG, LAMPIRE: . FUEL COCK + LH HANDLE SWITCH RADIATOR 
TURN SIG, LAMP{RESA! ci FUEL TANK , E MASTER CYLINDE! 


WATER PUMP... ; GEAR SHIFTIN +O. METERING PUMP | 


FIG.48 STEERING STEM 
Ref.No. Part’ No. Description ; Remarks 


51311-31700-019 STEERING STEM HEAD 

51410-34110 STEERING STEM to 51410-15210 
51621-33001 “OUTER RACE 

51520-37000 BRACKET, headlamp RH 

51530-31201 BRACKET, headtamp RH 


51540-37000 BRACKET, headsamp LH 


51540-31201 BRACKET, headlamp LH 


51555-31000 CAP, headlamp bracket 
51556-31000 CUSHION, upper 
51551-37000 SEAT, headiamp bracket 
51551-31000 SEAT, headfamp bracket 
51553-31000 CUSHION, tower 

_ 51570-37000 COVER, bracket 
51353-31700 NUT, center 
51356-31700 ; WASHER, center 
01121-10407 BOLT 

08321-21108 LOCK WASHER 
01422-08508 BOLT 

08312-12087 > NUT 

08322-11088 WASHER 

08321-21088 LOCK WASHER 
01122-10408 BOLT. 

08321-21108 LOCK WASHER 


51452-31000 CLAMP, speedometer cable 


REAR COMB, LMP.RESA), F-8 STARTER CLUTCH . 0. COMB, METERIRESM). E: wee GENERATOR... . 
REAR COMB, LMP.RESM} STARTING MOTOR COMB, METERIRESA) : HANOLESR..CONT! 
REAR FENDER(RESM) STEERING STEM, CONTACT BREAKER. . E- 7» BAK, ¥ HEADLAMP(RESM) . 
REAR FENDER(RESM} TRANSMISSION COOLING FAN 8 FRONT FENDER ... . 1: HEAOLAMPIHESAI . 
-2-° REAR HUB TRANSMISSION CASE .. 8.5 © COUNTERWT. COVER. 8.6 © FRNT. FAK. DAMPER . H- HDLMP. HOUSINGIRESM) 
CARBURETOR | -8@  REARSWINGINGAAM .,1S TROCHOIDPUMP...,. ELECTRICAL ... FRONT HUB .. KICK STARTER 
CHN. CSE.-SHOCK ABSRBR, RH HANDLE SWITCH, ...4-9 TURN SIG, LAMPIRESM) FUEL COCK LH HANDLE switt 
CLUTCH Le. T. TURN SIG. LAMP(RESAI -3 FUEL TANK MASTER CYLINDER 
CLUTCH RELEASE . WATER PUMP .9 ENGINE LH COVE! GEAR SHIFTING : METERING PUMP . 


MUFFLER . 
OIL COOLE 
OIL TANK. 
OPTIONAL 
OPTIONAL 
PRESSURE 
RADIATOR 


OLTORDTI 
Obl owanawh 


FIG.48. STEERING STEM 


STARTER CLUTCH 
STARTING MOTOR 


REAR COMB. LMP.{RESA), FB 
REAR COMB. LMP.{RESM), F. 
REAR FENDERIRESAY 
REAR FENDERIRESM) , 


TRANSMISSION CASE, . 
TROCHOID PUMP... 

TURN SIG, LAMPIRESM, 
TURN SIG. LAMPIRESA) 


apnasormo 
BARRA AD 


COMB, METERIRESM) . 
COMB, METERIRESA) , E | 


CONTACT BREAKER 
COOLING FAN .. 


COUNTERWT. COVER . 


ELECTRICAL . 
ENGINE MOUNT: 
ENGINE RH COVE! 
ENGINE LH COVER 


RefNo. Part 


22 09250-08005 
23 51631-28000 
24 51611-33002 
25 51621-3000! 
26 06111-08003 
27 51643-30000 


28 51871-37000 


FRAME COVER 
FANT. BRK, HOS! 
FRONT FENDER . 


FANT. FRK. DAMPER . 


FRONT HUB . 
FueL COcK 
FUEL TANK 


02141-05067 


sé 


poazrzs 
SonaKa" 


F1G.48 STEERING STEM 


Description 


CAP, steering 


NUT, steering stem 


{NNER RACE 
OUTER RACE 
STEEL BALL 


Oust SEAL 


COVER, front fork 


_ SCREW 


GENERATOR... - 
HANDLEGR..CONTAO! 
MEADLAMPIRESM! . 
MEADLAMPIRESA} . 
HOLMP, HOUSINGIRESM) 
KICK STARTER . 

LM HANDLE swiTt 
MASTER CYLINDER 
METERING PUMP . 


MUFFLER, 
OIL COOLE! 
OfL TANK. 
OPTIONAL 
OPTIONAL 


PRESSURE HGLTA 


RADIATOR .. 
RAD, BUMPER 
RAD. SUB TANK, 


F1G.49 FRONT FENDER 


AIR CLEANER ,.,... 


AIR INGET. 
BATTERY. 
BRAKE POL. 
CALIPER. 
CARBURETOR | 
SHI 


CHN, CSE.. 
cLuuTcH 
CLUTCH RELI 


REAR COMB, LMP.IRESA) . 
REAR COMS. LMP IRESM 
REAR FENDERIRESM) 
REAR FENDERIRESM) 


STARTER CLUTCH . 
STARTING MOTCH 
STEERING STEM. 
TRANSMISSION ar 
TRANSMISSION CASE . - 
TROCHOIDPUMP ,.. .. 
TURN SIG, LAMPIRESM). 
TURN SIG, LAMPIRESA}. 
WATEA PUMP... 2... 


opnoaorme 
SCART ngwn 


COMB. METERIRESM! . E-6 
COMB, METERIRESA). ES 
CONTACT BREAKER. . £ 7 
COOLING FAN . 

CQUNTERWT. COVER - 86 
ELECTHICAL .. 2 F10 
ENGINE MOUNTING . . 8-2 
ENGINE RH COVER. . 83 
ENGINE LH COVER ..64 


FIG.49. FRONT FENDER 


Description Q'ty 


RefNo. Part No Remarks 


! 53110-37002 FENOER, front: : 1.3 


2 01221-08658 BOLT to 
3 


09100-08037 BOLT 33 
4 °° 08322-11088 WASHER to 
5. 08321-21088 LOCK WASHER 4°4 
6. 58621-21202 GUIDE, cable tot .. trom 58621-21201 
RF5 ; aa 


2. GENERATOR. a MUFFLER 

u ANDLEBH.- CoMTHoL ene. " H lL COOLER Cc? A 
HEADLAMPIRESM) , OIL TANK... G9 wane i ia 
HEAOLAMPIRESA) | OPTIONAL 

HDLMP, HOUSINGIRESM). ..F-2  QPTIONAL .. 

KICK STARTEH..,,.,..-0-9 PRESSURE Gites : 

LH HANDLE Switch RADIATOR . 

MASTER CYLINOER ... 

METERING PUMP. . 


-G: 
FRAME COVER .G- 
FRNY. BRK. HOSE ,,.13 
FRONT FENDER ....H5 
FRNT. FAK. DAMPER » H2 
FRONT HUB... ... 46 
FUEL COCK cea 
FUEL TANK . : 
GEAR SHIFTING .... ah 


FIG.50 FRONT HUS 


AIR CLEANER | 
AIR INLET, 


1 REAR COMB, LMP IAESAS, 


REAR COMB. LMP(RESM) 
REAR FENDERIRESM! . 
REAR FENDERIRESM) .. 


STARTER CLUTCH 
STARTING MOTOR 
STEERING STEM. 
TRANSMISSION . 
TRANSMISSION CASE 
TROCHOIO PUMP... 
TURN SIG, LAMPIRESM: 


TURN SIG. LAMPIRESA], F/ 


WATER PUMP 


COMB METERIRESA) 
CONTACT SREAKER, . 
COOLING FAN. 


COUNTEAWT. COVER | 


ELECTRICAL . 


ENGINE LH COVER . 


Ref.No. Part . No. 


54100-18831 
08123-63020 
54730-18400 
54741-31701 
54711-33002 
08314-31128 
04113-30308 
54740-18401 
09180-15038 
08322-21128 
54600-34001 

54871-31000 
59210-37005 

09100-08093 


09169-08016 


FANT. BAK. MOSE 
FRONT FEWOER i 
FRNT, FAK. DAMPER | 
FRONT HUB 

FUEL COCK 

FUEL TANK 

GEAR SHIFTING 


FIG.5C * FRONT HUS 


Description 


FRONT HUB SET 

+ BEARING 

* SPACER 

AXLE, front 

AXLE, front 

NUT 

COTTER PIN 

SPACER, RH 

SPACER 

WASHER 

BOX ASSY, speedometer gear 
DUST SEAL, gear box 
DISK, front brake 
BOLT 


WASHER 


GENERATOR... “a” MUFFLER. 
HANDLEBR..CONT OWL COOLER 
HEACLAMPIRESM} , “2 OIL TANK. 
HEADLAMPIRESA) . * OPTIONAL . 
HOLMP. HOUSINGIRESM),..F-3 OPTIONAL 
KICK STARTER . PRESSURE Ri 
LH HANDLE swt -10 RADIATOR 
MASTER CYLINDER -4 AAD, BUMP: 
METERING PUMP : 


| 
aN 


Remarks 


to 54711-33002 
with 09180-15034 


trem, 54740-18400 


Z2pes:F No. 105260 


trom 59210-37009 


EL... ee 
iG. HARNS. F.9 


FIG.51 WHEEL 
FIG.51) > WHEEL 


Ref.No. Part No. Description : Remarks 


55100-31012 TIRE, tront 3.25-19 

59200-15010 TUBE, inner front : 3.25-19 

55261-15010. PROTECTOR, front 22x19 

58311-37021 RIM, tront rt 1.858x19 

55320-34805 SPOKE SET, front me, 

55411-11000 BALANCER, “S AR(Qv3). 20g strom 55411-37000 
55412-11000 = BALANCER, L AR(OV3) 30g from 55412-37000 
65100-31013 TIRE, roar rot 4,00-18 

65200-15011 TUBE, inner rear rot 4.00-18 

5261-15010 PROTECTOR, rear to 25x18 

65311-37021 RIM, reac lot 2.158% 18 

65300-37811 “SPOKE SET, rear M4 


95411-11000 "BALANCER, $ AR(Ov3) 20g from 55411-37000 


59412-11000 BALANCER, L AR( OVS) 30g from 55412-37000 


COMB, METERIRESM). eke ‘ GENERATOR... MUFFLER. 
COMB, METERIRESAD HANOLESR.CONT OL COOLE 
CONTACT BREAKER. FRNY, BAK. HOS! HEADLAMPIRESM) . . IL TANK, 
COOLING FAN ,. : FRONT FENDER... HEADLAMPIREDSA) . , . | OPTIONAL 
COUNTERWT, COVER. B FANT. FRK. DAMPER HOLMP, HOUSINGIRESM) +3 FoPTIONAL 
ELECTRICAL .... + FRONT HUB , Ase KICK STAATER . ‘PRESSURE 
ENGINE MOUNTING FUEL COCK : Lit HANDLE SWITC! RADIATOR 
ENGINE AH COVER 3 FUEL TANK MASTER CYLINDER RAD. BUMP 
ENGINE LH COVER GEAR SHIFT. - METERING PUMP... -3 AAD, SUB TANK 


AIK CLEANER |. 

AUR INLET, 

BATTERY 

BRAKE POL-FOOTAST. . 


REAR COME. LMP(RESAD, FB STARTER CLUTCH .,. 

REAR COMB LMP.AESMI. £.2. STARTING MOTOR - 

REAR FENDERIRESA 2.17 STEERING STEM. 

AEAR FENOERIRESM) 

REAR HUB... . 

REAR SWINGING TROCHOID PUMP . : 

AH MANOLE SWITCH... TUAN SIG, LAMPIRESMI. 
TURN SIG, LAMPIRESAI, 
WATER PUMP -.. . : 


ause 


Pity 
onmnagrro 
DAMA ENN 


CLUTCH i 
CLUTCH RELEASE . 


Sorrramae 
ea 


FIG.52 HANOLEBAR - CONTRO! case 
FIG.52° HANDLEBAR - CONTROL CABLE 


Ref.No. Part. No. Description : Remarks 


56111-37000 HANDLEBAR 


56211-27200~019 CLAMP, hand!ebar. upper 


01221-08357 BOLT 

08321-21098 LOCK WASHER 

56500-31011 MIRROR, rear view RH 

56600-31011 MIRROR, rear view. LH 

58200-37000 CABLE, clutch 

0908-00002 CLIP 

58300-3700! CABLE, throttle No.l from 58300-37000 
58300-37600 CABLE, throttle No.2? 

09287-07002 OuST SEAL 


09408-00005 CLIP 


$8620-37000 Ss GUIDE, throttle cable 


05408-00001 CLIP 


58621-34000 GUIDE, cable 


AIR CLEANER 12 REAR COMB. LMPIRESAL. FB STARTER CLUICH .... 
AIR INLET... ets REAR COMB. LMP_IRESM}, €.7 STARTING MOTOR . 
d : b REAR FENDERIRESM) STEERING STEM 
REAR FENDERIRESM) TRANSMISSION 
REGR HUE . TRANSMISSION C 
REAR SWING! 
fin HANDLE 


COMB. METERIRESM}, E-6 GENERATOR “4 MUFFLER... 7 
COMA, METERIRESA?, EB FRAME COVER HANOLEBR. CONTROL CAL OIL COOLER 7 WANG. HARWS £9 
CONTACT BREAKER. FRNT. BAK, HOS! HEADLAMPIRESM} “2 OIL TANK 

COOLING FAN .. . FRONT FENDER . WEADLAMP(RESAD he OPTIONAL 

COUNTEAWT. COVER. ERNY, FAK, DAMPER B HOLMP, HOUSING -3- OPTIONAL 

ELECTRICAL... “10. FRONT HUB... KICK STARTER . . PRESSURE RGLTR. cs 

ENGINE MOUNTING | | FURL EOCK OL) oY - LH HANDLE SWITCH . RADIATOR ......6-1 

ENGINE AH COYTA.. 8-3 FUEL TANK. MASTER CYLINDER 

ENGINE LH COVER . GEAR SHIFTING . . METERING PUMP... 


prasormo 
SANTORENA 


RES 


FIG.53 RH HANDLE SWITCH. 


Ref No. 


Part 


No, 


' 57100-37011 


2 57110-33012 
3 


57370-01311 


4 57382-01351 


57118-37010 


57131-37010 


021 11~05257 


3 
6 
7 08311-11058 
8 
9 


57300-18621 


10 $7£26~18620 


is 57531~18620 


2 08321-21068 


13 57533-11010 


ts OS111-16158 


33 5746G- $3700 


1s 97261-18600 


« 7 37562-18000 


8 57463-15600 


7281-53010 


20 08522-21028 


zi 08421-23038 


22 OG125-03105 


23 OG557-12402 


RES 


FIG.S3 RH HANDLE SWITCH 
Description 


GRIP ASSY, throttle. 
‘GRIP, throttle 
*BUTTON,. starting 
+ SPRING 

*BOLT, grip adjuster 
«PIECE, stopper 
“RUT 

“SCREW 

LEVER ASSY, brake 
*LEVER, drake 
*BOLT 

+LOCK WASHER 

onuT 

+COTTER PIN 
SwiTCH ASSY, stop 
HOLDER 

“SPRING 

PLATE 

“COVER 

sGASHER 

+LOCK WASHER 
<SERL 6 


SAND. 


N NON 


Remarks 


from 57100-34012 


from 57300-18620 


ne 
COMB, METER(RESM).EG FRAME. % GENERATOR ss 
COME, METERIRESA).E-8 - FRAME COVEN MANOLEBR CONTADL Cat. 
CONTACT BREAKER... E-4 | FRNT. BRK. HOSE HEADLAMPIAESM) . 
COOLING FAN. 8 FRONT FENDER |. MEADLAWPIRESA) . 
COUNTERWT. ROVER , FRNT. FRK, DAMPER | HDLMP HOUSINGIRESM) 
ELECTRICAL .. FRONT Hue KICK STARTER | 
ENGINE MOUNT: FUEL COCK LH HANDLE Seite 
ENGINE RH COVE 8-3 FUEL TANK MASTER CYLINDER 
ENGINE Lr COVER. . BE WEAR SHIFTII ; METERING PUMP | 


AIR CLEANER ©. || sie, REAR COMB, LMP inESAr STARTER CLUTCH. , 
AIR INLET +1. B87 WEAR COMB LP iRESAD STARTING MOTOR . . 
seis REAR FENDERIAESAY STEERING STEM. . 
REAR FENDEAIRESMI 
REAR HUB... i 
REAR SYINGING ARM 
RH HANDLE Seeiten 


OAVRFALUNN 


FIG.54°°LH HANDLE SWITCH 
Ref.No. Part No. Description 


57211-33010 GRIP, LH 

57500-18601 | LEVER ASSY, clutch {rom 57500-18600 
57620-31010 *LEVER, clutch : 

57431-110t0 “BOLT 

08321-21068 ' «LOCK WASHER 

57433-11010 “NUT 

04111-16158 =~  -COTTER PIN 

57451-11010 -ADJUSTER 

57442-11010 *NUT 


01132-06208 “BOLT 


57700-31622 SWITCH ASSY, nandie LH” trom 57700-31603 


57718-36630 +*NOB, switch stop from 57718-31010 
57713-33010 «KNOB, dimmer switch 

57714-33010 *PLATE 

02121-03068 + SCREW 

57742-33010 “KNOB, turn signal. switch 

02121-02068 +SCREW 

57850-31010 +BUTTON, horn 

5776-26010 «SPRING 

02111-05207 + SCREW 

09407-12402 BAND 


57712-3301 KNOB, lighting switch 


*LIGHT SNITCH FIXED IN "ON." 


RFS 


AIR CLEANER ..,...,.. 8-32 REAR COMB. Li STARTER CLUICH....0.2 COMA. METERIHESMI. £6 FRAME. | 4 
AIR INLET. REAR COMB, LAP (RESM), £7 STARTING MOTOR... COMB. METERIRESAD . FRAME COVER . 
REAR FENDERIRESM) .. | STEERING STEM. H CONTACT BREAKE FANT, QRX, HOSE 
REAR FENDERIRESME _ TRANSMISSION COOLING Fan -8 FRONT FENDER 
REAR HUH TRANSMISSION C, COUNTERWT, Ci FANT. FRK, DAMP! 
REAR SWINGING ARM TROCHOID PUMP , § €LECTRICAL ......F-10 FRONT HUB. , 
RH HANDLE SWITCH. TURN SIG. LAMP(RESMI, F ENGINE MOUNTING . FUEL COCK || 
SEAT... ENGIY Ah COVER ..@3 FUEL TANK .. 
22. Ge 2 ENGINE LH COVER . . GUAR SHIFTING 


GENERATOR 7... Ea MUFFLER... .. 
HANDLEBR.CONTROL CBL.. QIL COOLER , 
HEACLAMPIRESM} , = Fe OIL TANK 
HEADLAMPIRESA) . . OPTIONAL . 

HOLMP, HOUSINGIA! <3. OPTIONAL 1-13 
KICK STARTER . . hi PRESSURE AGLTA.C-6 
LM HANOLE SWITCH. . 4-19 RADIATOR ¢ 
MASTER CYLINDER + ie RAD. BUMPER 
METERING PUMP -C-3 RAD. SUB TANK, 


ao 
Peed 


Souage 


COMB. METER(RE5SM) - E 5 GENERATOR . 2 WHEEL..... H7 
. 9 


AIR CLEANER REAR COMB. LMP.(RESAI, F-8 STARTER CLUTCH 

AIR INLET. REAR COMB. LMP.[RESM). F-7 » STARTING MOTO 
REAR FENOER(RESM) STEERING STEM. 
REAR FENDER{RESM} TRANSMISSION . . . - 
REAR HUB .,... TRANSMISSION CASE 
REAR SWINGING A TROCHOID PUMP... 
RH HANDLE SWITCH -9. TUAN SIG. LAMPIRESM 

9 TURN SIG. LAMPIRESA,. F- 
WATER PUMP 


COMB, METER(RESA) « FRAME COVER 10 HANOLEGR.CONTAOL C@L. 7 WANG. WARNS. F- 
CONTACT BREAKER, FRNT, BRK. HOSE HEADLAMPIRESM) * 
COOLING FAN . 8 FRONT FENDES . HEADLAMPIRESA 

COUNTERWT. CO’ FRNT. FAK, DAMP! |. HDLMP, HOUSING(RESM! 

ELECTRICAL . 10 FRONT HUB . . 5 KICK STARTER . 

ENGINE MOUNTING, , B- FUEL COCK . D LH HANDLE SWITCH 

ENGINE AH COVER .. 6-3 FUEL TANK . MASTER CYLINDER 

ENGINE LH COVER . . GEAR SHIFTIN' . METERING PUMP... 


DadAnHWOnN 


FIG.55. CALIPER 


- Ref.No, Part No. Description oy Remarks 
1. 59100-33411 CALIPER, RH a 
2 59300-31211. CALIPER, LH an) 
3. » $9100-18831 “PISTON & PAD SET $2.2 
4° 59112-18410 |. **DUST COVER, axte 8 8 
5. 59111-18410 +0 RING a8 
6 (°59107-18410 **SEAL, piston ‘ “2:2 
7. 59108-18410. - "BOOT 2.2 
8 S9too-1asso. = -PAD SET. ; re aes 
9 | 59150-18411 “HOLDER, caliper RH Pst be 
10 | 59350-31011 “HOLDER, caliper Us a) 
Ii 59153-18410 “STOPPER, caliper holder 22 
12. 02112-06128 “SCREW : 2.2 
13 08321-21068 “LOCK WASHER Ho 22 
14 59105-18411 “AXLE, caliper , 404 
15 59121-18410 . - “BREATHER 22 
16 §9122-18410 “CAP, breather 2°.2 
17 09194-10007 BOLT 44 
18 08322-21108: WASHER 44 
19 08321-21108” LOCK WASHER 4 4 
a “20. 68334-18400 EMBLEM 2.2 


RES 55+ | 2 
: RES 


GENERATOR MUFFLER 
HANDLEBR.CONTAOL CBI ‘lL COOL! 
HEADLAMPIRESM) “2. OIL TANK. 
HEADLAMPIRESA) ‘ OPTIONAL . 
HOLMP, HOUSING! 2 FS OPTIONAL 

KICK STARTER . . 9 PRESSURE RGLTA.C: 
tH HANDLE SWITCH . . H-10 RADIATOR 
MASTER CYLINDE| RAD. BUMPE! 
METERING PUMP . . .@3 ) RAD, SUB TAN 


AIR CLEANER . 8-11. REAR COME, LMP(RESAI. F-8 STARTER CUUTCH COMB, METERIRESM). 66 | FRAME... 
ASR INLET. . [B87 REAR COMB. LMP(RESM), F.7 STARTING MOTOR "2 COMB. METERIRESA!. ES | FRAME COVER 
5 AEAR FENDERIRESM). . STEERING STEM CONTACT BREAKER. . E-6  FRNT, BRK. HOSE . 
REAR FENDERIRESM] TRANSMISSIO! ;5 - COOLING FAN ..... FRONT FENDER 
REAR HUB. "9 TRANSMISSION CASE .,B-5  COUNTERWT. COV! FANT. FAK. DAM 
REAR SWING: TIES. TROCHOID PUMP... ELECTRICAL .. 0. FRONT HUB 
RH HANDLE SWITCH... TURN SIG, LAMPIRE ENGINE MOUNT! FUEL COCK 
TURN SIG, LAMP{RESA) ENGINE RH COVER. FUEL TANK 
GEAR SHIFTING 


roo 
ate 
3 


BON 
goarzrzz 
er 


LUTCH . 
CLUTCH RELEASE . a . « WATER PUMP 4 ENGINE LH COVER .. 


F1G.56.° FRONT BRAKE HOSE 
F1IG.56. FRONT BRAKE HOSE 


Ref.No. Part No... Description Remarks 


59491-3103! JOINT, 3way brake hose 

59492-31001 BRACKET, joint 

01112-06128 ; S0LT 

08321-21068 LOCK WASHER 

01412-06208 BOLT 

08322-21068 WASHER 

08321-21068 LOCK WASHER 

08311-11068 NUT 

09360-10003 UNION BOLT 

09161-10005 GASKET 

59240-37011 HOSE, brake RH 

59480-18412 HOSE, brake LH 

59520-31012 HOSE, brake 

59290-331 10 ADAPTER 

09305-14003 BUSHING 

59470-37000 GUIDE, brake hose LH 

59270-37000 GUIDE, brake hose RH 

09126-06011 | SCREW 

08321-21068 LOCK WASHER 

59265-33100 BOOT, brake nose adapter 

59281-37000 COVER, brake hose RH to 59281-37001 
59268-33100 CLAMP, brake hose 5 
09320-14003 CUSHION , 
59510-37001 COVER, brake hose LH 
597 11-18400 BOOT 

59480-37012 HOSE, brake 
59243-31000 GUIDE, brake hose 


09308-14007 GROMMET 


MB. LMP.(RESA), €-8 STARTER CLUTCH D2 COMB, METERIRESM). E- x GENERATOR... ...... 4 +. E@ MUFFLER. 
REAR Come, CMPIRESAD £5 . STARTING MOTO : COMB. METERIRESA) . E: FRAME COVER . - HANOLEBR.CONTROL CBL., OIL COOLE 
REAR FENDER(RESM) . . STEERING STEM, CONTACT BREAKER. . FANT. BAK. HOSE . MEADLAMPIRESM) « OIL TANK 
REAR FENDERIRESM) YRANSMISSION -§ COOLING FAN .. “ FAONT FENDER HEADLAMPIRESA} . - OPTIONA 
TRANSMISSION CASE . . B- COUNTERWT. COVER, FRNT, FRK. DAMI HDLMP, HOUSINGIR' H) : OPTIONAL 
ae TROCHOID PUMP , ELECTRICAL. FRONT HUB z KICK STARTER « sieles PRESSURE RGLTR. 
FM HANDLE Switcn. Tig TURN SIG, LAMPIRESMD, ENGINE MOUNT! -2 FUEL COCK - LH HANDLE SWITCH ..... 4-10 RADIATOR 
SEAT. . * TURN SIG. LAMP(RESAI ENGINE AH COVE! * FUEL TANK 5 MASTER CYLINDER .. RAD, BUMP! 
WATER PUMP : ENGINE LH COVER GEAR SHIFTING ~ De METERING PUMP. . .C3 RAD, SUB TANI 


AIR CLEANER . 
AIR INLET, . . 
BATTERY... 


ae 
bara sans 


vo 


FIG.57 MASTER CYLINDER” 


FIG.57 “MASTER CYLINDER 
Ref.No, Part No, . Description ‘ Remarks 


59600-31622 CYLINDER ASSY, master from 59600-31621 
:996c0-31827 “PISTON & CUP SeT : 

59667-18440 «DIAPHRAGM 

59668-18441 “PLATE, diaphragm 

59669-33602 “CAP. trom 59669-33601 
08322-21068 «WASHER 

04112-06258 -BOLT 


59686-33600 +O RING 
59685-33600 * PLATE 


09125-05105 “SCREW 


59687-33603 *RESERVIOR 


2... GENERATOR 
FRAME COVER . Ge. HANDLEBR.CONTROL CBL. OIL COOLER... 
FRNT, BRK, HOS WEADLAMP(RESM, OIL TANK. 
FRONT FENDER HEADLAMP(RESAI . OPTIONAL 
FRNT, FAK. DAM HDLMP, HOUSINGIA| +2 OPTIONAL 


AIR CLEANER 5 x STARTER CLUICH COME, METERIRESM: 
AIR INLET, 3 OF STARTINGMOTOR ....E-2 © COMB. METERIMESA} . E- 
E (5 REAR FENDERIAESM) STEERING STEM. [43 CONTACT aREA! 

BRAKE POL-FOOTAST....G-4 REAR FENDERIAESM) ie TRANSMISSION COOLING FAN 
TAANSMISSION COUNTERWT. Ci 
TROCHOID PUMP . 6 - ELECTRICAL . 
TURN SiG, LAMPIRESM), F.5 ENGINE MOUNTING 
-TURN SIG, LAMP(RESA}. F-6 ENGINE RH COVER 
WATER PUMP .......0-9 ENGINE LH COVER 


Reboo 


FRONT HUB , KICK STARTER . PRESSURE AGLTA.C6 
FUEL COCK «G LH HANDLE SWITCH . 2 He RADIATOR . 

FUEL TANK. . ! MASTER CYLINDE! 2 i RAD. BUMPER 

GEAR SHIFTING .D- METERING PUMP G3 RAD.SUB TAN 


een 
Poe 


FIG.58 REAR SWINGING ARM 
FIG.58 REAR SWINGING ARM 


Ref.No,. Part — Ko. Oescription 


61100-37810-019 REAR SWINGING ARM. SET 

09307-22002 *BUSHING, front 

61280-31000 «SPACER, center 

09319-10008 *BUSHING, rear 

61211-31000 SHAFT 

09159-14003 NUT 

08322-11148 * WASHER 

64251-15001 SPACER trom 61251-15000 
61262-15000 COVER 

09280-30001 O RING 


09160-14009 WASHER 


64311-31001 TORQUE LINK,. rear 


08111-10010 BOLT 
08312-31108 NUT 
08324-21108 LOCK WASHER 
09385-10001 CLIP 
09141-08023 BOLT 
08322-11528 WASHER 
08321-21088 LOCK WASHER 


09159-08020 RUT 


COMB. METERIRESM! FRAME, . < GENERATOR % MUFFLE! re 


AIR CLEANER REAR COMB. LMP,IRESAD . STARTER CLUTCH , @ C2 onEet. 
COMB. METERIRESA}. EB | FRAME COV - HANDLEBAR, CONTROL CBL. OL COOLER C2 WANG. WARNS. F 9 
8 
t 


AIR INLET... REAR COMB. LMP.(RESMi. STARTING MOTOR . 
BATTERY ‘5 - REAR FENDERIRESM , , 1. 

BRAKE POL-FOOTRST. . 4 ALAR FENDERIA 

CALIPER, oe REAR HUB... 

CARBURE ~ REAR SWINGING TROCHOID PUMF x 
CHN, CSE.~SHt RH HANOLE SWITCH, -@ TURN SIG. LAMPIRESM). F 
cLuTcH a i -9 TURN SIG. LAMPIRESAD. F- 
CLUTCH RELEASE 3 WATER PUMP Can) 


Nw 


CONTACT BREAKER, « E- FANT, BRK. HOSE .., I HEADLAMPIRESM) | . Ott TANK 


COOLING FAN . 2 FRONT FENOER .... HEADLAMPIRESAI OPTIONAL 1 
COUNTERWT. COVER, FRNY, FAK, DAMP HOLMP. HOUSINGIR OPTIONAL . 4 
ELECTRICAL .. . FRONT HUB . KICK STARTER .. 9 | PRESSURE RGLTR.C 
ENGINE MOUNTS! FUEL COCK 3. LH HANOLE SWITCH ... 10 RADIATOR . 
ENGINE RH COVER 3 FUEL TANK...) MASTER CYLINDER ,,.- AAD. BUMPER | 
ENGINE LH COVER .. GEAR SHIFTING .... D- METERING PUMP . ; 3° RAD. SUB TANK, 


2 
13 


WHEE TTE 


FIG.59 CHAIN CASE - SHOCK ABSORBER 


Ref.No. Part. No. Description : ory 
Mu 


iS 
—————————————————————— 


s 61310-37000 CHAIN CASE ot 


2 09400-06011 S80LT 1s 
3 


09160-06007 WASHER ' 6.5x1Bx!.6 
4 © 02122-06168 SCREW \ 
08323-31068 LOCK WASHER 1 
62100-37030 SHOCK ABSORBER, rear - 
62100-37031 SHOCK ABSORBER, rear 
08313-11107 NUT 
08322-21128 WASHER 
09160-10035 WASHER 10. 5x28x2.3 
09160-10033 WASHER f 10. 5x24x3.2 
09160-12004 WASHER, tH ? 12, 5x244$.6, 
09160-12012 WASHER, RH 12.5x24x3.2 
09104-10002 BOLT 
08322-11108 WASHER 
61410-31000 ADJUSTER, chain 
09104-08006 BOLT 
08312-11086 NUT 
61433-31600 SUPPORT, chain adjuster 
01422-08408 BOLT 
06322-41088 WASHER : 
61331-37000 EXTENSION, chain case 
02141-05107 denen 
08322-21058 WASHER 
08321-21058 LOCK WASHER 
08311-11058 NUT 


AIR CLEANER , is REAR COMB, LAP (RESAI. STARTER CLUTCH .... 


CON, METERIRESM?. E FRAME... , G2 GENERATOR. - 2 MUFFLER. WHEEL. "7 
REAR COMB. LMPIAESM), STARTING MOTOR . 3 


6 
COMB, METERIRESA), £8 FRAME COVER 0 HANDLEGR. CONT: oll cOOLE WRNG, HARNS. F 
CONTACT BREAKER. £4 9 FRNT. BAK. HO! HEADLAMPIRESM) 2 OW TANK, Gu is 
COOLING FAN & FRONT FENDER HEADLAMPIRESA| 4 OPTIONAL 

COUNTEAWT, Ci }6 FANT. ERK. DAMPER . 4 HDLMP, HOUSINGIRESM), ..F-3 OPTIONAL 

ELECTRICAL ...... 6-10 FRONT HUB 4 KICK STARTER | PRESSURE AGLTA. 

ENGINE MOUNTING 2 FUEL cocK 3 LH HANDLE SWITC RADIATOR .. 

ENGINE RH COVER ..8-3. FUEL TANK... G MASTER CYLINDER AAD, BUMPER 

ENGINE LH COVER . GEAR SHIFTIN . METERING PUMP | 3 RAD, SUS TANK 


D 
E. 
-S§ REAR FENOLRIRESM) .. STEERING STEM... ,.. 4 
@RAKE PDL-FOOTRST, .. : REAR FENDERIRESM) .. UL TRANSMISSION . ce] 
CALIPER, TRANSMISSION 8 
CARBURET! ‘ TROCHOID PUMP , . c 
THN, CSE,-SHOC : TUAN SIG, LAMPIRESM). F 
CLUTCH .. = < 2 TURN SIG, LAMPIRESA), F- 
CLUTCH RELEASE . ; . . “3 | WATER PUMP 


BHPROARENS 


ae oes Pewee Se a) i se 
FIG.60 REAR FENDER (RESM) 
F1G.60 REAR FENDER (RE5SM) 
* Ref.No. Part No. Description arty Remarks 

i 63110-34001 BODY, rear fonder front” 1 a. to 64112-32000 és 

: ty SEE NEXST PACE. ; 
2. 63#10-37000 FENDER, rear tet te 63110-57001 
3. 63411-1510). MUD GUARD, rear funder 1 
4. "09329-05003 CUSHION 2 
5 O1tt2-06208 BOLT wg : ae 
6. 09180-06041 SPACER 2 
7 08322-21068 ~~» WASHER ; 2 


8 08321-21068 LOCK WASHER 
gy 08322-21088 WASHER 


10 01422-08508 BOLT 


Nn ON NON 


! 02321-21086 LOCK WASHER 


RES : -6% i 7 


AIR CLEANER |. 


REAR COMB, LMP.IRESA) STARTER CLUICH 
REAR COMB. LMP.IRESM}, F-7 STARTING MOTOR 
REAR FENDERIRESM) . STEERING STEM, , 
REAR FENDERIRESM) TRANSMISSION . . 
See TRANSMISSION CASE 

REAR SWINGING ARM ©. TROCHOIO PUMP . 

RH HANOLE SWITCH TURN SIG. LAMPIRE 
SEAT... 9 TURN SIG. LAMPIRESA 
STAND 3 WATER PUMP oy 


COMB, METERIRESM). E-6 4 MUFFLER. 
COMB, METERIAE5A). E 8 F OfL COOLE 
CONTACT BREAKER. . FANT. BAX. HOS! 3 HEADLAMPIRESM) , +2 ON, TANK, 
COOLING FAN FRONT FENDER . HEADLAMPIRESA) OPTIONAL 
COUNTERWT. COVER . 8: FANT. FAK. DAMPER . HDLMP. HOUSINGIRESM}, ,. #3 OPTIONAL . 3 
ELECTRICAL e FRONT HUB. . on KICK STARTER... .. ‘i PRESSURE RGLTA C5 
- FUEL COCK Z LH HANDLE SWITCH . ~ 4-40 RADIATOR . 4 
FUEL TANK... MASTER CYLINDER . RAD. BUMPE 
GEAR SHIFTING .... METERING PUMP... ....,.0-3 AAD, Sua Tal 


omog 
buss 


nODOTMO 
OORTEAGNN 


2 
8 
6 
3 

4 


F1G.6) REAR FENDER (RESA) 
FIG.6) REAR FENDER (RESA) 


s Ref.No. Part No. Description a ay _ Remarks 
ooo lee 
EA H 63112-37000 RODY, rear tender front ! 
2 63110-37001 BODY, rear fender.rear i 
i 3 09329-05003 CUSHION 2 
A 09320-05006 CUSHION 2 
5°. 01112-06128 ~ BOLT 2 . te 


6 08322-21068 WASHER 
7 


08321-21068 LOCK WASHER 


2 
2 
8. 01122-08458 BOLT 2 
9. 08322-21088 WASHER 2 

2 


10 08321-21088 LOCK. WASHER 


a 63411-15401 MUD GUARD, rear. tender l 


RES -6t- : a - en ‘ I 
RES : ~Al- : _ 
AIR CLEANER 91 REAR COMB. LMP.IRESAD STARTER CLUTCH COMB. METERIRESM). £6 FRAME 
LMP, Fe 3 - 3 NERAT z : 
REAR COMB, LMP.IRESMI. F.7 STARTING MOTOR + COMB. METERIRESAD. E8 . FRAME - RANDLE Cl On eoou 
REAR FENGERIHESM) STEERING STEM. CONTACT BREAKER. .E-4 FANT, BAK. HOSE HEADLAMPIRFSM! 12° OIL TANK 
REAR FENDER(RESM) TRANSMISSION 5 COOLING FAN ..,.,C-8 FRONT FENDER . HEADLAMPIRESA) | “4. OPTIONAL 
ss he TRANSMISSION CASE . - COUNTERWT. COVER. 86 FANT, FAK, DAMPER . MOLMP. HOUSINGIRESMI, ». F-5  OPTIONAL | 
SARBURETOR . REAR SWINGING ARM |. 2 ea ELECTRICAL .. F320 FRONT HUB... 2... “IK STARTER... PRESSURE ROLY 
CHiN: CSE BSABR. AH HANDLE SWITCH . ENGINE MOUNT }2. FUEL COCK Lit HANDLE. SWITCH 10 RADIATOR 
~.. D3: SEAT. ENGINE AH COVE! FUEL TANK . MASTER CYLINDER 4 RAD. BUMPE 


CLUTCH RELEAS| .D. STAND ..... ss oteusrs OR ENGINE LH COVE! GEAR SHIFTING METERING PUMP. . 


ve 


roca ha 


REAR COME. LMP.IRESAD . 
REAR COMB. LMP,IRESM) 
REAR FENDERIAESM) 
REAR FENDER(HESM 
REAR HUB 

REAR SWINGING ARM 
RH HANDLE SWITCH 
SEAT... 


STARTER CLUTCH . 
STARTING MUTOR 
STEERING STEM. 
TRANSMISSION . 
TAANSM:SSION CASE , , 


TURN SIG. LAMPIRESAI. F-8 
WATER PUM? 


COMB. METER(RESM?. E-6 
COMB. METERIRESAS . EB 
CONTACT BREAKER. . es 
COOLING FAN 
COUNTERWT. COVER . $e 
ELECTRICAL .. 

ENGINE MOUNTIN: 5 ? 
ENGINE RH COVER .. 6-3 
ENGINE LH COVER .. 84 


RefNo. Part’ No, 


64100-31830 
08143-63046 
08143-62040 
68730-34000 
€4$210-31002 
64410-31000 
55420-30000 
54540-11003 
09160-15001 
09260-15001 
64611-31000 
64651-31000 
64711-37000 
09180-20053 
68737-31000 
08314-31188 
09186-20054 
04; $4-40308 
08113-63054 
64451-57000 
04112-06258 
08285-33001 
09448-30001 


09160-19008 


FRAME COVER | 
FRNT, BRK. HOSE 
FRONT FENDER 


FRAT. FHK, DAMPER | Ht 


FRONT HUB 
FUEL COCK 
FUEL TANK | 
GEQA SHIFTING 


FIG.62. -REAR HUB 


Description. 


HUB. 

+BEARING 

+ BEARING 
“SPACER, bearing 
PAKEL 

SHOE, brake 
SPRING 

CAM, brake 
WASHER 

0 RING 

DRUM, sprocket 
CUSHION, dtm 
AXLE 

SPACER, RH 
RETAINER, bearing 
NUT 

SPACER, LH 
COTTER PIN 
BEARING 

LEVER, brake cam 
GOLT 

GIL SEAL 

SPRING 


WASHER 


GENERATOR 
HANDLEBR.CONTROL €! 
HEAODLAMPIRESM) 
HEADLAMP(RESA) , 
HDLMP, HOUSINGIRESM 
KICK STARTER | 

LY HANOLE SwtTcH 
MASTER CYLINOER , 
METERING FUMP , 


Forrrin 
govbsos 


ot 
oF 


Remarks 


$5x24x1.6 


20x 33x26. 2 


from 08113-65050 


19x 58x4q 


AIR CLESNER 


FIG.62 REAR HUB 


REAR COMB. LMP.IRESA). FS 
REAR COMB. LMP.ARESMI, €-7 
REAR FENDERIRESM) 

REAR FENDERIRESM) 

REAR HUB 

REAR SWINGING ARM, 

RH HANDLE SWITCH... 
SEAT...: stee 

STAND 


STARTER CLUTCH 
STARTING MOTOR 
STEERING STEM, 
TRANSMISSION 
TRANSMISSION CASE 
TROCHOID PUMP. . 


TURN SIG. LAMPIRESM). F. 
TURN SIG, LAMPIRESA}. F.1 


WATER PUMP E 


COMB, METERIRESM| 
COMB, METERIRESA 
CONTACY BREAKER. 
COOLING FAN . 


COUNTERWT, COVER, B- 


ELECTRICAL .. 
ENGINE MOUNTING 
ENGINE AH COVER 
ENGINE LH COVER, . 


FiG.62 REAR HUB 


Ref.No. Part No. Oescription ty Remarks 
25 64511-37060 SPROCKET od NT:43, #630 
26 09149-10062 BOLT 6 6 
27 09140-10018 tut 6. 6 
28 09169-10007 WASHER 3.3 


29 64531-37000 


FRAME COVER . 

FANT. BRK. HOSE 

FRONT FENOER o 
FRNT. FRK. DAMPER , 1-2 
FRONT HUB... s 
FUEL COCK 

FUEL TANK . 

GEAR SHIFTING 


SPACER, sprocket. 


GENERATOR 

HANOLEBR, CONTROL CBL. . 
HEADLAMP(RESM? 
HEADLAMPIRESA) 

HDLMP. HOUSINGY 

KICK STARTER .. 

LH HANDLE SWITCH . 
MASTER CYLINDER 
METERING PUMP . 


On, COOLER 
Oi, TANK. 
OPTIONAL, 
OFTIONA 


GADIATOR .. 
AAD. BUMPER | 
RAD. SUB TANK, 


cz 


6 
C4 


WHEEL 
- &7 wena. 
G8 
442 
413 
emessURe RGLTR. 


He? 
HARNS, F.9 


FIG.63.. RADIATOR BUMPER : 
7 . _ FIG.63 RADIATOR BUHPER 


Ref.No, Part © No. Description Remarks 


94970-37000 BUMPER, ‘radiator 
01122-08758 ROLT 


¢ 
08322-11088 WASHER 2 


08321~21088 LOCK WAS 

09180-08032 SPACER F .No. 10800 

01 t22~08258 BOLT 

08322-11088 WASHER 

08321-21088 LOCK WASHER 

08312-11088 NUT ° 

47761-37001 GRILLE, radiator 2 to 17761-37002-126 
witn Ket.No.l&t2. 

17761-37002~126 GRILLE, radiator . 

09139-05012 SCREW 


09280-06004 CUSHION 


REAR COMB. LMP(RESAT, £.8 - STARTER CLUTCH . 
RCAR COMB. LMP.(RE5M), F-7 STARTING MOTOR 
REAR FENCERIRESM) ., 1. STEERING STEM, 
REAR FENOERIRESM TRANSMISSION . 
TRANSMISSION Cas 
TROCHOID PUMP 
TURN SIG. LAMPIR 


COMB. METERIRESM). £-6 : GENERATOR . Fj MUFFLER. . 
COMB. METERIRESA). E-6 5 HANDLEBR..CONTRO! OL COOLER 
CONTACT BREAKER, 4  FRNT. BRK, HOSE “ HEAOLAMP(RESM) , p Ol TANK. , 
COOLING FAN 2 FRONT FENOEA .. ., H:! HEADLAMPIRESAL | OPTIONAL 
SOUNTERWT, Ci FANT. FAK, OAMPER | HDLMP. HOUSINGIRESM) 3 OPTIONAL 
ELECTRICAL . FRONT HUA . KICK STARTER . __ PRESSURE 
ENGINE MOUN FUEL COCK . tt HANDLE Switc! 10 RADIATOR 
ENGINE AW COVER }3 FUEL TANK +. G MASTER CYLINDER | RAO. BUMP: 
ENGINE LH COVER |. . D- METERING PUMP |. 3 RAD. SUB TANK 


|) Ro eer 


AIR CLEANER , 


ae le eivintgve 


CLUTCH RELEASE | 


FIG.66° OPTIONAL 


-64- 


REAR COMB, LMPIRESA) . F. 
REAR COMA. LMP.IRESM), F-7 
ud 


REAR FENDERIRESM) 
REAR FENDERIRESM) 
REAR HUB... .... 


REAR SWINGING ARM | | 


RH HANOLE SWITCH 
SEAT. 


STARTER CLUTCH ,.. 
STARTING MOTOR... 
STEERING STEM. , 
TRANSMISSION . . 


TURN SIG, LAMPIRESM}. F-5 
TURN SIG. LAMPIRESA). F. 
WATER PUMP .......C9 


COMB. METER(RESMI, €-6 
COME, METERIAESA), EB 
CONTACT BREAKER. . ca 
COOLING FAN... 
COUNTERWT, COVER. &s 
ELECTRICAL ... 0... F180 
ENGINE MOUNTING .”. B.2 
ENGINE RH COVER... 83 
ENGINE LH COVER ,. 84 


Ref.No. Part No. 


94210-37700 
94710-37000 
94810-37700 
94820-37700 
O1b2i-12608 
08322-11128 


an 
3 


FRAME COVER . 
FRNT. BAK. HOSE , 
FRONT FENDER ... 
FRNT. FAK. DAMPER 
FRONT HUB . 

FUEL COCK - . 
FUEL TANK , 

GEAR SHIFTING 


poten 
gearrreao 


Sauaee 


FIG.64 OPTIONAL 
Description 


BUMPER, front 


BUMPER, rear 
BUMPER, 
BUMPER, 
BOLT, lower 


WASHER 


GENERATOR 


HANDLEBR, CONTROL CEL. . 


HEADLAMPIRESA) . . 
HEADLAMPIRESA) . . . 
HOLMP, HOUSINGIRESM) 
KICK STARTER... , 
LH HANDLE SWITCH | 


MASTER CYLINDER . 1.1.1 ba 
163 


METERING PUMP... 2... 


rear side RH 


rear side LH 


MUFFLER. . 

OIL COOLER 

OIL TANK, 
OPTIONAL © 

OPTIONAL . BE 
PRESSURE RGLTAL c 6 
RADIATOR --....C-11 
RAD. BUMPER 

RAD, SUB TANK, 


be 


Remarks 


FIG.65. OPTIONAL FIG,65 OPTIONAL 


| 
RefNo. Part ©" No. Description ‘ Remarks 


37145-19710 KEY, brank 
09825-00002 LEVER, tire. 
09821-00002 INFLATOR, air 
69826-0000! REPARING TOOL, tube 
99000-32040 THREAD CEMENT 
99000-25030 GREASE, suzuki super 
99000-31030 SUZUKI CEMENT.(4) 
99C00-10105-019 PAINT (@LACK) 
99000-10405-762 PAINT (FLAKE ORANGE) NET: 500g 
99000-10305-796 PAINT (FLAKE MIDNIGHT. BLUE) 
99000-31010 SEAL, SUZUKt 
99000-33010 SILDAR, SUZUK 
99000-25106 GREASE, brake pad 
99000-25110 GREASE, caliper axle 
99000-21210 "RE" OIL 
99000-24120 GOLDEN CRUISER "1200" 
99000-32030 LOCK CEMENT, super 
11400-37815 GASKET SET trom’ 11400-37810 


13200-37810 CARBURETOR REPAIRING KIT 


ses 


es nen eatiet? 


AIR CLEANER ,, H11 REAR COME, LMP{RESA). F.8 STARTER CLUTCH 2 COMB, METERIRESM). E.G | FHAME,.., ; 7) E-4 MUFFLER 

AIA INLET, . 7) REAR COMB, UMP REO .7. STARTING MOTOR 2 COMB, METER(RESA), E-8 FRAME COVER : e OR COOLER... C7 
REAR FENOERIRESM) .. t STEERING STEM, 9 CONTACT BREAKER. . FANT. ERK, HOSE . \ 2 OIL TANK SG. 
REAR FENDERIRESM} TRANSMISSION | COOLING FAN . FRONT FENDER . HEADLAMP(RESA) . OPTIONAL . 
REAR HUB... . TRANSMISSION C. 6 COUNTERWT. CO’ FANT. FARK, CAMP! HOLMP. HOUSING( 3 OPTIONAL . 

‘OR REAR SWINGING al TROCHO:D PUMP . 5 ELECTRICAL 10 FRONT HUB KICK STARTER PRESSURE fi 

CHN, CSE.-SHOCK ABSRBR. t- RH HANDLE SWITCH 9 TURN SIG, LAMPIRESM), F- ENGINE MOUNTING. . 8- FUEL COCK 2 LH HANDLE SWI 110 RADIATOR . 

cLuTcH.. 10-3 SEAT... : .G9 TUAN SIG, LAMP(RESA), F-6 ENGINE RH COVER ..8-3° FUEL TANK. 6 MASTER CYLINDER - RAO, BUMPER 
STAND é =G3 WATER PUMP .. “8 ENGINE LH COVER .. 8-4: GEAR SHIFTING . 5 METERING PUMP - «G3 - RAD, SUB TAN 


Part No. Page-Ref .No. Part No. ". Page-Ref.No. Part No. Page-F Part.No. Page-Ref.No. = Part No. Page-Ref .No. 


10000, . 30000 


-3700 3270-37010 14301-37001 17751-37010 C-11 24341-31000 4 © 3110037010 
qiartcarees a3peaca7a10 16302-37000 17759-65010... C=11 24351-31000 31231-37010 
11321-37002 13273-37010 14302-37901 17761-37001 Tl 24741-30190 31132-37010 
11321-37002 13274~37010 14416~37000 17761-37002-126 I-11 24742-37000 # 31135-37010 
11330-37000 13277-37010 14610-37001 17765-37002 c-8 24751-31000 31151-37000 


wo 1329%—28 24800-37810 21264-37010 
sica7oog 33338037010 24833-37990 : 31281-37020 
11361-37002 13370-37010 14791-37000 ‘17780-31010 C-11 24879-37000 31310-37010 
11361-37002 13370-37011 16100-37013 17851-37022 C-11 25211-37000 ; 31800-37010 
11381-37001 13376-37010 16292~03110 17852-37022 C-11 25231-31000 31401-37010 


11384-37000 25310-37003 
11387-37001 25322-11000 
11400-37811 28323-11000 
11411-37000 25324-11009 
11481-37001 25331-37090 


ang 
NANA 


14610-37001 17767~37002 C=8 
14781-37600 17768-37000 c-8 


t 
WWNNN 


neeee mae weouwaras 
tne nn rere we 


wirieicics sheng gist 


6293+37000 y 17253-37020 c-11 
qeagiaseee 17856-37002 C~1l 
16331~37000 17871-37003 C-9 
16410~37030 17872-37000 c-9 
16420~37002 


13376-37012 
13392-16600 
13419-31210 
13450+37010 
13460-37010 


31402-37010 
31421-37010 
31443-37010 
31800-37020 
31900-37016 


25341-18000 
25350-37001 


13465-37014 
13467-37010 


11482-37002 
11483-37000 


32500-31010 
32800-37010 
33100-37010 
33121-37010 
33122-37010 


16440~37002 
1644 2~37001 
11485-37000 13491-37010 16460-37021 25381-20001 
11487-37000 13492-37010 16460~37012 : 25320-37000 
11468-37000 13493-37010 Res 16470~37012 -20000 28411-37009 


11511-37000 16470-37012 21111-37000 
12521-37001 16481-37002 21190-37020 
12551-37000 16482~37000 ,21200-37000 
12611-37000 16483-37000 (21310-37020 
12612-37000 16510+37010 (21411-37001 


receawaneeraceewos 
cE weer TK eEE ree De 
LOE eee eee wOOU AEE 


13494-37010 
13495437023 
13496-37013 
13499-37019 
13510-37011 


25510-37002 
25600-37001 
25652-16500 
28671-01000 
26211-37001 


33123-37010 
33140-37010 
33141-37010 
33160-37010 
33161-37010 


26221-30000 
26222-30000 


12620-37002 
12650-37022 


33240-37082 
33250-37000 


16520-37011 21441-37002 
48600527010 piue2-34u000 26231-34090 33260-37000 
2713-3700 3606-37010 600-3701 = = fe 

Tepe aebae racers 3iaxy Etats 23110-37000 26232-37000 33410-37010 
12753-37000 13608-37010 az 36621-37000 23121-27001 26233-37000 33510-31010 


37 23211-34001 
131a0-37001 23220-37000 
13112-37990 23231-34001 
13121-37001 23250-31002 
292225387990 23291-34000 

ff 
“a125- 37002 
13129-37000 


13553-37010 
13580-37019 


SURE MSA A Eee DAE 
PanTeerennEcemeraas 
Vee AED eEK ee ema 
Re eRe eA wWaELe Teo 


i ieloleoke) 
OWWEY Yaa 


26241-37000 
26300-31002 
26382-16401 
26421-37000 
26431-37000 


13659-37010 
13664-18654 
13683-37010 
13688-37010 
13700-37011 


33542-98000 
33610-37010 
33651-31000 
33651~37000 
33652-08400 


16622~37000 
16710-35010 
16710-37011 
16731-03100 
17110-37010 


t 
tt 
aon ns 


OP Peee 


24120-37002 
24120-37991 
24121-37002 
24131-37000 
24221-31000 


26441-37000 
26443-37000 
26454-37000 33680-31003 
25445-37000 33810-37000 
27511-37001 33830-37001 


13704-37010 
13743-37010 
13200+37023 13780-37010 17400-37810 
13200-37810 13781-37010 17410-37000 
13200-37990 13871-37000 17431-37001 


13236-37010 
13247-37010 
13249-33210 

1527010 


33652-32200 
33661-51020 


17111-37010 
17151+37002 


t 
AN MAM 


renmwacewa Dom BZows 
FeEwMrxenwanmemmnacrs 
OU Lene Da wo EE 
PED MEE ARemE ca we 


ee oe Piri ricnsy 


; Bama 
YOWOO HYHwHWYO@ 


24221-37990 
24231-31000 
24231-37000 
24240-31000 
24280-31000 


t 
OAr~aa~ain 


27600-37013’ 
27600-37021 
27630-37000 


33860-37000 
34051-37020 
34052-37020 
34100-37611 
34100-37990 


34110-37610 
By 


17466-37002 
17470-31010 
17491-37000 
17872-37030 
17670-37620 


13254-65710 RS1BPSTLAG rrr ms 2 aman. 
13267-37010 s 14195-37009 C TI7G0~5702% t a Titre 2 
13268~51010 9 14195-37001 17710-37010 24420-37000 ede : 
13268-99011 14199-37000 17718231010 24330-31000 $4117637020 
13269-37010 14301-37000 ~2 17721-31000 ;  - 24330-37000 34118-37020 


13879-37000 
13890-37000 
14111-37002 
Lt81-37010 


O00 
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RESA AIR CLEANER , +811 REAR COMB. LMP(RESAI. £9 STARTER CLUTCH ....02 COMB. METERIRESM)£G FRAME : GENERATOR. . “4 MUFFLER : 

AIR INLET, ; REAR COMB. LMP.IRESM), F.7 STARTING MOTOR 7° COMB. METERIRESAl. £8 FRAME COVER , ; HANDLEQR.-CONTRI Olt, CooL! - RG HARNS. £3 
BATTERY REAR FENOEGRIRESM) STEERING STEI CONTACT BREA FANT. BAK, HOSE. HEADLAMPIRESM) . . ‘OL TANK 4 

BRAKE PO! REAR FENDERIRESM) TRANSMISSION COOLING FAN .. FRONT FENDER HEADLAMPIRESA} OPTIONAL 

CALIPER. -2 REAR RU TRANSMISSION FANT. ERK. DAM HDLMP, HOUSING OPTIONAL 

CARBURETOR | > B 6  TROCHOID PUMP . 5 ELECTRICAL. “10 FRONT HUB... KICK STARTER .. -9 PRESSURE Fi 
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